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PREFACE TO SECOND EDITION 


In this revision the authors have attempted to amplify 
some of the features which, in the earlier edition, were 
little more than touched upon. Chapters on the Overfall 
and Arched types of masonry dams have been added, 
together with cross-sections of a selected series of masonry 
dams chronologically arranged. The last arc for the pur¬ 
pose of comparison and showing the development of the 
masonry dam from the time of the massive Spanish type 
to the present. 

The design of low and medium-sized as well as that of 
high-masonry dams, may be prosecuted according to the 
theory and methods in this work, as general expressions 
have been written wherever possible. It was considered 
best to indicate this in the title while the original page 
captions remain the same. 

The authors arc indebted to Miss Bessie N. MacDonald, 
A.B., for assistance in verifying the more difficult mathe¬ 
matical derivations for the Arched Dam. Acknowledg¬ 
ment is also made to Mr. Alfred D. Flinn, Member American 
Society of Civil Engineers, who had kindly furnished one 
of the authors with a set of cross-sections of dams, a num¬ 
ber of which arc shown in the series in Appendix III. 

C. E. M. 

0. L. B. 

New Yoke City, 

February, 1916, 
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PREFACE TO FIRST EDITION 


It is the practice at Columbia University to require of 
the third-year students in the Department of Civil Engineer¬ 
ing, the execution of the design of a masonry dam, and 
to aid them in this problem they have heretofore been 
furnished with “Notes on the Theory and Design of High 
Masonry Dams,” prepared some years ago by Prof. Burr 
of the Department, and having for their basis the method 
as set forth by Mr. Edward Wegmann. 

This procedure with which Wegmann is credited, and 
which was developed through the investigations undertaken 
in connection with the Aqueduct Commission of the city 
of New York, for the purpose of determining a correct 
cross-section for the Quaker Bridge dam, resulted in 
the first direct method for calculating the cross-section 
of such structures and is essentially a development of 
the Rankine theory. 

The studies appeared first in the report made by Mr. 
A. Fteley to the chief engineer of the Aqueduct. Com¬ 
mission of the city of New York, dated July 25, 1887, 
and later in Mr. Wegmann’s treatise on “The Design 
and Construction of Dams.” 

Neither in the report nor in the treatise however, 
have the effects of uplift, due to water permeating the 
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mass of masonry, and of ice thrust, acting at the sur¬ 
face of the water in the reservoir, been considered, and 
in consequence of this, objection might be legitimately 
raised that the series of equations determining the cross- 
section fail to account for these factors. Some difference 
of opinion may exist as to the relative importance of 
these considerations, but when a structure of great 
responsibility is projected, conservatism in design is 
essential. 

The following presentation which aims to supply these 
omissions, has been prepared primarily that there may be 
had in convenient form a text, containing the general 
treatment and such consideration of these factors as more 
recent practice requires, together with a brief statement 
regarding the late investigations undertaken for the pur¬ 
pose of determining more accurately the variation of 
stress in masonry dams. 

The formulae relating to uplift, ice thrust, etc., were 
deduced by one of the authors and have been used in part 
in connection with the design of the large dams for the 
new water supply for the city of New York. 

The computations for the design of a high masonry 
dam are appended to facilitate the ready comprehension 
and application of the formulae. 

It is hoped that the presentation may appeal to the 
practicing engineer as well as the student, and that there 
may be found therein enough to compensate him for the 
labor involved in its perusal. 

C. E. M. 

0 . L. B. 

Columbia University, 1910. 
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INTRODUCTION 


The method of analysis by which an economical cross- 
section of a gravity type high masonry dam may be most 
directly calculated, and the one which is most generally 
adopted in engineering practice, was first devised by Mr. 
Edward Wegmann through studies made for the Aqueduct 
Commissioners of New York City, in connection with the 
design of the New Croton Dam, and it is that method 
which will be employed here, though it will receive some 
modification in certain particulars and be elaborated in 
certain others. 

In determining the cross-section by the series of equa¬ 
tions developed in that analysis, no account is taken of 
uplift due to water penetrating the foundation or the mass 
of masonry above, nor of the ice thrust acting horizontally 
against the up-stream face of the dam, at the surface of 
the water in the reservoir, though reference is made to it. 
Present practice requires, however, that these two factors 
be recognized where a structure of great responsibility is 
proposed, and in this respect at least will the analysis 
be amplified. 
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MASONRY DAM DESIGN 

Including High Masonry Dams 


CHAPTER I 

UPWARD PRESSURE AND ICE THRUST 
Part I—Upward Pressure 

Although it had been appreciated for a number of 
years that a complete analysis of a high masonry dam 
required the consideration of uplift and ice thrust, until 
comparatively recently no structure of this type had been 
designed which allowed for these two factors in the com¬ 
putations. 

In fact, it may be said that prior to the year 1853 
masonry dams were built without a rational consideration 
of any of the forces acting in or upon them, for it was not 
until then that de Sazilly first indicated the principles 
upon which dam design is based, by providing for a suf¬ 
ficient safety factor against sliding and overturning and 
by assigning a maximum limit of pressure against the 
'crushing of the material. 

Some time later Rankine added to the theory by pre¬ 
scribing the well-known requirement that the line of 
resultant pressure for reservoir, full or empty, should lie 
within the middle third of the structure, to preclude the 
possibility of tension in any joint, and suggested that the 
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limit of pressure should be made less for the down-stream 
edge than for the up-stream. 

In 1884, when the Aqueduct Commission of New York 
City came to design the New Croton Dam, a structure 
between 275 and 300 feet high, then the highest in the 
world, and exceeding the next highest by about 100 feet, 
it was found necessary to modify some of the older con¬ 
clusions with respect to dam design, in order to make 
the theory applicable to their particular problem. 

Thus, where heretofore the prescribed limit of crushing 
strength of masonry had been assumed to be between 
6 and 10 tons per square foot, they increased it to 16 
tons, as it had been demonstrated that such pressures 
actually existed in dams still doing duty, and since, with 
the lower values, the computations would have given a 
horizontal face at a joint 300 feet below the top. Both 
upward pressure and ice thrust were considered, but both 
in turn were disregarded. The former because it was 
felt that the condition of the masonry and of the founda¬ 
tion was such that the entering of water would be a remote 
possibility, and the latter because it was believed that 
the mass of the masonry was sufficiently great to care for 
any additional forces due to the ice thrust. * 

It remained, therefore, for the engineers of the Wa- 
chusett dam in Massachusetts to be the first in the United 
States actually to incorporate uplift and ice thrust in the 
design of a high masonry dam. They may have been led 
to this precaution by the fact that the structure was 
located only one-half mile above a town of some 13,000 
inhabitants, where a failure would result in enormous 
loss of life, and where it was, in consequence, necessary 
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to be particularly careful, but at any rate they were the 
first to adopt these two considerations in the design of a 
high masonry dam. 

Their assumption for uplift was two-thirds of the 
static head at the up-stream edge, diminishing as a straight 
line to zero at the down-stream edge, and for ice thrust, 
47,000 pounds per linear foot of dam, or equivalent to 
the crushing strength of ice one foot thick. 

To-day, in the light of experience, no structure of 
this character would be built without careful consideration 
of both these elements, and it is doubtful if, under any 
circumstances, they would be eliminated entirely, though 
they might not receive the same weight they were given 
in the computations for the Wachusett Dam. 

That engineers are not fully agreed on the matter 
of uplift and ice thrust and that a considerable diversity 
of opinion exists in the profession with respect to them, 
may perhaps be partially explained by the fact that the 
former does not lend itself to an exact treatment, while, 
with regard to the latter, there are no exact data as to 
the expansive force of ice acting at the surface of a res¬ 
ervoir. Furthermore, there are many high masonry dams 
now standing which were designed with no consideration 
being given to these two factors, and this would seem 
to refute the argument that they are necessary consid¬ 
erations for safety. 

It is recognized, however, that the influence of upward 
pressure and ice thrust on the stability of masonry 
dams, together with the actual internal distribution 
of stress in very large masses of masonry are probably 
the most indefinite factors in the design of such structures. 
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Uplift.—It may not be out of place to explain here 
at some length what “ uplift ” means and how it may be¬ 
come active. 

In a masonry mass, especially a large concrete mass, 
cracks can be formed by temperature changes, due to the 
setting of the concrete in the first place, and to sub¬ 
sequent daily and seasonal exterior temperature varia¬ 
tions. 

Contraction joints, provided to meet the effect of such 
temperature changes in the body of the masonry, are often 
built in large dams. 

Discontinuity of the mass of a large masonry structure 
like a dam, owing to interruption and resumption of con¬ 
struction work from day to day, is also evidenced by 
joints, mostly horizontal, perhaps, but, in spite of the 
utmost attempts to preserve continuity, often unavoid¬ 
able. 

Temperature cracks, contraction and construction joints, 
then, all tend to affect permeability to a greater or less 
degree, admitting water to the body of a dam according 
to the pressure exerted by that water. 

Besides, as it has been observed that water under 
sufficient head has passed through 30 feet thickness of 
good concrete and that under enormous pressures water 
' has been made to ooze through cast-steel cylinders, it may 
be appreciated from the above considerations that water 
from a reservoir may enter the masonry mass of the 
dam. In fact, it has been frequently found in high masonry 
dams that, following construction and upon filling the res¬ 
ervoir, small issuing streams or leaks have appeared, on the 
down-stream face. These leaks have been observed at 
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tlie base, down-stream, as well as higher up, so it may be 
safely assumed that water from the reservoir may pene¬ 
trate the natural foundations as well as the masonry 
above, especially if the former consist of a porous or 
stratified formation. 

Therefore, in a structure of considerable height, which 
retains a body of water behind it, there may be exerted 
a powerful vertical force acting upward under the dam 
or on some joint of the masonry above. This force is 
commonly termed “uplift,” and will, of course, depend, 

> f° r its amount, upon the hydrostatic head. Furthermore, 
this force, due to the water pressure, tends to counter¬ 
balance the downward, vertical component of all forces 
acting in or upon the structure. 

Obviously, were this “ uplift ” to become sufficiently 
great it might actually float the structure off its foundation 
■or off any joint, whereupon the horizontal water thrust 
back of the dam would complete the destruction by 
sliding it down-stream. 

Upward pressure, therefore, should receive considera¬ 
tion, both from the standpoint of its effect in the foundation 
of the dam, and also in any of the joints above. 

Naturally, it is much more difficult to ascertain the 
condition of this with respect to the foundation, as the 
latter's physical characteristics are never revealed until 
actual work has begun on the structure and the site is 
uncovered. For this reason, it should be made imperative 
to examine by exploration, drill holes, etc., as completely 
as possible, the nature of the foundation, so that its true 
state may be at least approximately known, and so that, 
also, proper provision for upward pressure may be made. 
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An examination of the outcropping rock at a dam site 
will never be sufficient to determine the nature of the 
foundation below, as the latter may not conform with the 
exposed surface. Core borings should be made at frequent 
intervals. They should be driven well into the bed rock 
to develop the character, and where there is limestone with 
a likelihood of cavities, particular care should be exercised. 
Upon such cavities being uncovered, they should be filled 
with grout and concrete, so as to preclude the entrance 
of water. Very porous sandstone or the existence of 
seams and strata may give rise to very dangerous con¬ 
ditions. Thus, an examination by borings at the 
Austin, Pa., dam site would have indicated the porosity 
of the rock, and might have been the means of prevent¬ 
ing the disaster which followed. All foundations should 
be tested for tightness by applying air or water pressure 
to the drill holes. 

Even in the best foundation, however, it may be said 
that there is no absolutely water-tight condition. 

All water getting into the dam should be collected in 
a chamber or tunnel, carried outside and measured for 
quantity. Thereby a measure of the water-tightness of 
the dam may be ascertained. 

Treatment of Uplift. — There is not the clearest con¬ 
ception among engineers as to how to allow for this up¬ 
ward pressure, but in some of the more recent discussions, * 
it has been suggested that perhaps three general con¬ 
ditions may be recognized. 


* “ Provision for Uplift and Ice Pressure in Designing Masonry Dams.” 
By C. L. Harrison, Trans. Am. Soc. C.E., Vol. LXXV, p. 142. 
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1. The ease where no upward pressure could exist 
because the foundation rock, and the joints of the dam, 
were so light that no water could possibly enter. Evi¬ 
dently for such a condition provision for upward pressure 
in the design of the dam is unnecessary. 

2. Second, the ease at the other extreme, where the 
rock is of such a nature that water may freely enter the 
foundation, and as freely leave it from the lower edge of 
the dam. Here it is quite evident that the water would 
enter with the full hydrostatic pressure acting at that 
point or elevation, and if the water flowed away freely 
from the down-stream edge, the hydrostatic head would 
be zero at this latter point. It might be a fair assump¬ 
tion to conclude that the pressure varied as a straight line 
between the up-stream and down-stream edge,* which 
. would give an equivalent pressure over the entire base 

of one-half the hydrostatic head assumed acting at that 
point. 

3. The third case might be represented by that which 
would be intermediate between cases 1 and 2; in other 
words, where there was easy access to the foundation, 
but not such easy access from it. Under these conditions 
the pressure at the heel would be assumed equal to the 
hydrostatic head, while at the toe it would be equal to 
that pressure represented by the head of the issuing stream. 

It therefore becomes a question for the engineer to 
decide, from a knowledge of the condition of the founda¬ 
tion, as to what degree of entering water and consequent 

* Cf. Proemlings Am. Hoc 1 . C.B. for May, 1915, “ Experiments on Uplift.” 
These, however, are upon too small a scale to yield conclusions other than 
those applying to the experiments themselves. 
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uplift may exist, and to provide for it accordingly. It 
is just because the matter is based upon judgment that 
such a diversity of opinion prevails. 

Generally it is quite likely that none of the above 
conditions will strictly apply, but rather varied combina¬ 
tions of them, so that it becomes difficult to conclude how 
to dispose of this question. 

Some engineers demand that the structure shall be 
designed for the full static head acting over the entire 
base, while others advise that no allowance whatsoever 
be made, but it is generally conceded that some dams, 
dependent on the kind of their foundations, need provision 
for uplift. 

As an example of the former, there may be cited the 
dam at Marklissa, Prussia, over the Queis,* while the New 
Croton Dam is an example of a very important structure 
of this type where such provision was absolutely elim¬ 
inated in the design. 

■ There are several ways in which upward pressure may 
be cared for: First, by adding a sufficient section to the 
dam to offset the upward pressure, and second, by providing 
drainage wells and galleries to intercept all entering water, 
carrying it away through a discharge gallery, or conduit, 
to the lower side of the dam, and at the same time by 
carefully providing for as impervious, an up-stream face 
as possible. 

In the foundation an adequate cut-off, of width and 
depth determined by examination of conditions disclosed 
during the progress of foundation excavation, is often 


Trans. Am. Soc. C.E., Vol. LXXV. 
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advisable. The exploratory borings should usually indi¬ 
cate beforehand this necessity, so that the final extent to 
' which a cut-off trench is taken remains to be decided during 
its actual excavation. Borings may be extended from its 
faces and bottom to reach seams and pockets to be filled 
by grouting under pressure before the concrete of the 
cut-off trench is placed. 

The drainage wells, slightly inclined to the vertical, 
and the cut-off are placed as near as consistent to the 
up-stream face of the dam, and galleries are built longi¬ 
tudinally to the up-stream face. While the wells and gal¬ 
leries may be nearly completely effective in intercepting 
percolation, they cannot be considered absolutely so, and 
consequently may allow some water to get down-stream. 
Such seepage would then result in upward pressure down¬ 
stream from the wells and galleries, and if the water had 
connection in any way with the reservoir, pressure on a 
joint due to the full static head might result. These last 
remarks apply, but with less force, perhaps, to the 
foundation cut-off. 

The theory of this intercepting drainage system is 
that any water having gotten into the dam due to the 
static pressure acting on faults or cracks in the com¬ 
paratively more impervious up-stream face, will be 
caught and prevented from going any further into the 
structure. 

It should not be assumed that because of an impervious 
up-stream face, and because of drains and cut-offs, no 
water reaches the body of the dam below the latter, for 
there may be construction joints, and contraction cracks 
in the face, and in places the cut-offs and the down- 
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stream portion may be less pervious than the up-stream 
part, as a consequence of which uplift may exist in the 
latter. 

Additional means of protection should be provided in 
the form of drainage channels to lead the water away from 
the down-stream portion of both the foundation and the 
body of the dam. 

As an example of intercepting drains, at the Cataract 
Dam, which furnishes the water supply for Sydney, Australia, 
“the upper face of masonry was built with special care 
to a depth of 2 or 3 feet, and this alone is relied upon 
to prevent seepage. The rest of the dam is built of good, 
though more pervious, masonry, and throughout the whole 
were placed 6-inch rectangular conduits filled with broken 
stone parallel to and about 6 feet back from the up-stream 
face. These are collected into 6-inch earthenware pipes, 
laid at right angles to the longitudinal axis of the dam, 
with exits on the down-stream face.” * (Cf. cross-section, 
Olive Bridge Dam, page 96.) 

These systems of drainage naturally tend to eliminate 
upward pressure and consequently increase the stability 
of the dam, and would seem justifiable in the case of all 
important structures. 

In small dams drainage wells are not so easily 
provided and the protection is relatively less complete, 
because there is a certain minimum distance from the 
upper face within which the drains cannot well be extended. * 

With the correction for upward pressure applied in 
the form of increased section, the water entering the dam 
is wasted, which is a con siderable item of cost, while in 
* Mr. Allen Hazen, Trans. Am. Soc. C.E., VoL LXXV, p. 154. 
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addition the cost of the structure is increased by the 
added masonry. With collecting galleries both of these 
items may be partially eliminated. The cut-off wall in 
the foundation will often prove an economy in this respect. 

The question of cost may become a very important 
one, as in the case of hydro-electric developments where 
additional cross-section may mean such an increase in the 
cost as to cause the abandonment of the project. 

TABLE I 


Width of Base of Dam Given in Feet for Varying Heights 


Height of dam in feet. 

5 

m 

30 

60 

100 

250 

Water pressure only (hori¬ 
zontal) . 

3-2 



40 

65 

161 

Uplift as described below.. . . 

4.2 

m 


51 

84 

211 


The effect of uplift in its tendency to increase the mass 
of masonry is shown iri Table I, for six triangular dam 
cross-sections, where the upward pressure is assumed 
equal to the static head at the heel, and diminishing as 
a straight line to zero at the toe. For convenience, also 
the width at the top is taken equal to zero.* 

Table II and Fig. i represent five cross-sections of 
dams, four of which were directly designed for comparative 
purposes, showing the effect, not only of uplift, but of 
ice pressure, upon the top and bottom dimensions, super¬ 
elevation necessary, as well as the comparative volumes 
resulting. These differ from those previously cited, in that 
the full hydrostatic heads for dams sustaining different 
heads are there employed for “ uplift ” comparison, 

* Mr. W. J. Douglas in Trans. Am. Soc. C.E., Vol. LXXV, p. 207. 
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TABLE II 

Dimensions, Conditions, etc., for Five Cross-Sections of Dams. 


Cross- 

sections. 

Conditions of 
loading. 
(Masonry, 140 
pounds per 
cu.ft.) 

Top 
width, 
in feet, 

Super¬ 
elevation 
above 
normal 
reservoir 
surface, 
in feet. 

Base, 

in 

feet. 

Area, 

in 

square 

feet. 

Percent¬ 
age of 
excess of 
area over 
the area 
of D. 

Austin, Pa. 
A . 

Ice, * uplift, and 
horizontal water 

2-5 

2-5 

30 

840 it 

Q± 

Bf . 

thrust. 

Uplift and horizon- 

10.0 

10.0 

41.5 

1475 

76 

ct . 

tal water thrust. 
Uplift and horizon- 

6.0 

5 -o 

40.0 

992 

19 

D . 

tal water thrust. 
Horizontal water 

10.0 

10.0 

39-5 

999 

20 


thrust. 

5-0 

5-0 

33-1 

836 

0 


* 2i,soo pounds per lin. ft. of dam. 

t B and C are subjected to the same conditions of loading. Flood level at +2.5 ft. 

The resultant on any base or horizontal joint of masonry is at the down-stream ‘‘middle 
third” point. 

while but one depth of reservoir is employed in the latter 
set of comparisons. 

The uplift intensity is assumed as varying uniformly 
from a maximum at the heel to zero at the toe and the uplift 
is considered as acting over only a portion of the area of 
the joint. This is cared for by assuming only a portion 
of the full hydrostatic head as acting at the up-stream end 
of the joint considered. Two-thirds of the full up-stream 
head is used. 

Extent and Distribution. —Upward pressure cannot act 
over the entire area of a joint or base, or the dam would 
be floating. Total pressure on the parts of the joint in 
contact must equal the difference between the weight of 
dam and uplift, and be less than the crushing strength 
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of the material or not more than 500 pounds per square 
inch. ‘ ‘ The assumption that only one-third of the rock 
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upward pressure over two-thirds of the base, and varying 
according to the resistance losses in passing through the 
rock or masonry.” Hence a uniformly varying intensity 
is usually employed. “ Where upward pressure must be 
allowed for in the base, there is no economy in failing to 
allow for it in the joints above the base.” 

A distinction should be drawn between the uplift 
conditions which may be encountered in the foundations 
and those higher up in the dam, and the foregoing as¬ 
sumptions in regard to uplift may be modified for special 
cases. For example, a trapezoidal (instead of a tri¬ 
angular) distribution of intensity due to uplift may be 
found advisable for a foundation. In cases where inter¬ 
cepting drainage wells are provided in the body of the 
masonry, as for the Olive Bridge and Kensico Dams, it 
would be reasonable to assume a triangular disposition 
of intensities, with the maximum at the heel as before, 
but running out to zero at or a little beyond the line of 
wells. 

It has been suggested as reasonable to assume that 
if water is to be properly excluded from a masonry dam, 
the same general methods should be applied as are em¬ 
ployed in waterproofing any foundation, such as the use 
of several layers of tarred felt, a waterproofing surface 
coat of some kind, or by pouring wet concrete continuously. 
Objection to the first method would be that such foreign 
substance, in layers, would form a plane of cleavage that 
would defeat its very purpose by providing a weak, hori¬ 
zontal joint. 

It is known that joints between two successive days* 
work in concrete may become planes of entry for the water. ” 
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Furthermore, when mortar is used in ashlar or rubble 
masonry it must be dry enough to handle, and conse¬ 
quently it lacks the wet consistency necessary to make 
it waterproof, thus permitting water to enter at the 
joints. 

As a general proposition, then, upward pressure and 
ice thrust may be said to be more or less dependent upon 
local conditions, as to the extent to which they should be 
considered in any given case. 

Three cases of failure, undoubtedly due in part to 
upward pressure for which no allowance was made in 
-the design, may be instanced, but at the same time it should 
be pointed out that all of these dams were established on 
poor foundations. 



M aximum 
Height. 

Built. 

Failed. 

Bouzey Dam, France. 



April 27, 1895 

Austin Dam, Texas. 


1891-92 

April 7, 1900 

Austin Dam, Pa. 



Sept. 30, 1911 


In the Bouzey Dam the foundation was on fissured 
red sandstone, and quite permeable, and the excavation 
was carried down to only a fairly good bottom, and by 
no means to solid rock. The foundation of the Austin, 
Texas, dam was located partly over a fault 75 feet wide, 
filled with adobe with occasional streaks of red clay, nor 
was the foundation trench excavated deep enough, while 
the protection on the downstream side was insufficient. 
The Austin, Pa., dam was founded on sandstone, underlaid 
by shale having fissures filled with clay, sand, and gravel. . 
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Part II— Ice Thrust 

It is realized that, in countries where low tempera¬ 
tures prevail in winter, the pressure of expanding ice 
against the. face of a dam at the level of the water sur¬ 
face may become, before crushing of the ice takes place, 
a very tangible force tending to destroy the equilibrium 
of forces and thus overturn the structure. This expan¬ 
sion will occur when the ice is formed under low tempera¬ 
tures and when higher temperatures later prevail. 

In addition to this, the ice may deliver a considerable 
blow or impact when it has formed into floes and the 
wind carries it down to the face of the dam. In this latter 
connection, however, it is well to remember that under 
the force of the wind the jagged points of the ice floes 
would first come into contact with the dam, and these 
would be broken off. But under any conditions the 
expansive force of the ice will, without question, be the 
more important consideration. 

It is to guard against these forces which produce an 
additional tendency to destroy the equilibrium of the 
structure, that ice thrust is considered. . 

Where the reservoir has sloping sides it would seem 
reasonable to assume that the expanding ice would tend 
to slide up the shores, and, as the face of the dam 
is only a small part of the shore line, that there would 
be comparatively little force exerted against it. If the 
walls of the reservoir were vertical, however, this would 
not apply.. 

In very cold climates it may not be wise nor safe to 
assume that the ice may be kept clear of the dam by means 
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of maintaining an open trench next to the upstream face, 
for on the contrary the full pressure may be exerted. 

In the Cross River Dam and in the Croton Falls Dam, 
recently erected on the watershed of the Croton River near 
the new Croton Reservoir, and with no inhabitants imme¬ 
diately below them, besides allowing for upward pressure, 
ice thrust was figured at 24,000 pounds per linear foot for 
the former and 30,000 pounds per linear foot for the latter. 

However, in this connection, it should be borne in mind 
that reservoirs for domestic supply are usually drawn 
down during the period when ice prevails, and that a point 
of application of the ice thrust thus results much lower 
than might be assumed, which the structure is better 
able to resist. But if a storage reservoir is to be kept at 
high level during the ice season, full pressure should be 
considered acting at the top. 

The late C. L. Harrison * concluded that under the 
following conditions it was not necessary to provide for 
ice pressure: 

“ (1) For the ordinary storage reservoir with sloping 
banks, in climates where the maximum thickness of ice 
is 6 inches or less—for dams with southern exposure this 
limit may be placed as high as 1 foot. 

“ (2) For reservoirs which are filled during the flood 
season apd from which all the stored water is drawn off 
each year during the low-water season. This would in¬ 
clude even the large reservoirs on the head-waters of the 
Mississippi River, where the ice has a thickness of more 
than 4 feet, and the atmospheric temperatures reach 50° 
below zero. 

* Trans. Am. Soc. C.E., Vol. LXXV, p. 219. 
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“ (3) For storage reservoirs where the water will be 
drawn off each year during the winter to a level where 
the dam is strong enough to resist the ice pressure. 

“ (4) For reservoirs where the contour of the ground 
at the high-water level is such that the expansive force 
of the ice will not reach the dam.” 

Ice thrust has a greater influence on the thickness 
of a dam than the flood water level, down to about no 
feet below the flow line in the Olive Bridge Dam, at 
which point the 10-foot flood level begins to require a 
wider base; and in the Kensico Dam, with a flood level 
of 5 feet, the change is about 210 feet below, indicating 
that, for dams of moderate height, ice pressure has a 
very great influence. (Cf. 5 Profiles of Fig. 1, page 13.) 

In the Olive Bridge Dam it was assumed, that clear 
block ice 1 foot thick might be expected to form at the 
surface, and expand so as to exert its full crushing strength 
of about 47,000 pounds per linear foot of dam, and this 
figure was used in the Wachusett Dam; 42,000 pounds 
per linear foot was recommended in the Quaker Bridge 
Dam, and 30,000 pounds per linear foot in the Croton 
Falls Dam, and 24,000 in Cross River Dam, while in the 
Design of the New Croton Dam ice thrust was dis¬ 
regarded. 

In a discussion regarding ice pressure, before the 
Canadian Society of Civil Engineers, in December, 1891, 
agreement seeded to have been reached on two points: 
That thrust from ice less than 3 inches thick can be dis¬ 
regarded, and that the thrust can safely be taken at the 
crushing strength of ice. The ‘ ‘ Engineering News ” of Jan¬ 
uary 12, 1893, and of April 5, 1894, records the compressive 
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strength of ice ranging all the way from ioo to 1000 pounds 
per square inch; 21,500 pounds per linear foot of dam, 
with ice at 3 inches thick would be equivalent to about 
600 pounds resistance per square inch. The value of 47,000 
pounds above noted is equivalent to about 650 pounds 
per square inch for ice 6 inches thick. 

The uncertainties of the problem are thus increased 
by the lack of exact and more extended data bearing upon 
the subject of ice pressures. It is, therefore, largely a 
matter of judgment as to what should be used as an ice 
thrust in any given case, as has been indicated by the 
foregoing discussion. 


CHAPTER II 


PRELIM IN ARY COXSID ERATIONS 

The studies involved in the determination of a gravity 
cross-section demand an investigation along two general 
lines: 

First, the direct calculation to fix the most economical 
cross-section under the imposed conditions, and 

Second, studies in the comparison of cross-sections 
ranging between this one, which may be called the min¬ 
imum, and one of an existing masonry dam, where the 
conditions and responsibility are practically the same as 
those under consideration. 

Before undertaking such an analysis, however, it will 
be advisable to consider the manner in which water pressure 
is exerted against a submerged surface; its amount; the 
method of determining the point of application of the 
resultant; the assumed distribution of pressure in a masonry 
joint; and finally, the action of the fore® in and upon the 
structure. 

It may be stated as a general proposition that water 
pressure acts in all directions against a submerged object 
and that it depends for its value merely upon the “ head,” 
or depth of the center of gravity of the figure below the 
free surface of the liquid. In consequence of this principle 
it may be shown that the total normal pressure is repre¬ 
sented by 
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where P=the total normal pressure; 

p=the weight of a unit volume of water; 

A =the total area; and 

h =the vertical distance of the- figure’s center of 
gravity beneath the free surface of water. 

The demonstration * may be made by considering the 
surface to be divided into an infinite number of parts; the 
total pressure on each one of these elements, depending 
only upon the weight of water resting upon it, may be 
written, 

P = rok ..( 2 ) 

m which £ = the total normal pressure on the differential 
area; 

a = the differential area ; 

h = the head on a (practically constant over the 
differential area). 

If, therefore, we take the sum of the pressures on all of 
these small areas, we shall obtain the previous equation, 
which is perfectly general and applies to any surface. 
In the case of a vertical, rectangular strip of the back 
of a dam, the application of the formula will give a total 
pressure of 

p=rb J 0 xdx=r ir .(3) 

where b is the constant breadth of the strip, usually taken 
as one unit, x is the variable, and H is the total height 
of the rectangle. 


*See Merriman’s “ Hydraulics. 
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The point on the submerged surface at which this 
resultant pressure acts may be determined by assuming 
for an axis the horizontal line in which the surface of 
the water cuts the plane of the back of the dam, taking 
the moment of inertia of the surface about this axis, and 
dividing the result by the static moment of the surface 
with reference to the same axis. Applying this to the 
strip referred to above, there will result, 

bH 3 

l --, the moment of inertia of rectangular strip, 


and 


Ii=I+A 



bH* | bt-P __bH 3 

12 4 3 ’ 


which is the moment of inertia with regard to the as¬ 
sumed axis. 


L =A 


H bH 2 


is the static moment of the surface about the same axis, 
hence, 


Ji 


2H 

3 


( 4 ) 


is the distance of the center of pressure from the surface 
of the water. 

In the investigation of the distribution of pressure in 
a masonry joint subjected to external forces, the material 
is assumed to be rigid, though in reality it is to a certain 
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degree elastic. This elasticity gives the distribution of 
stress an indeterminate law, so that neither the direction 
nor the intensity is actually known at any point. It is 
certain, however, that the intensity must be zero at the 
edges, although it may increase with great rapidity to 
higher values very near the limits of the joint. Investi¬ 
gations have been made within the past few yearn to 
obtain more exact information as to this distribution of 
stress, but so far the results are not completely satisfac¬ 
tory. Reference will be made to this matter in Chapter 
VIII. 

Inasmuch as the exact law of stress variation is not 
known, one of uniform variation of normal stress has 
been assumed in all practical treatments of masonry 
joints. 

Fig. 2 represents the simplest case, in which the 
pressure is assumed to be uniformly distributed over the 
joint a b, with the constant intensity p; it might be taken 
as representing any horizontal joint with a superimposed 
load acting at its center. 

To express this condition of uniform stress algebra¬ 
ically, l may be assumed to be the length of the joint 
from a to b, while the breadth, perpendicular to the plane 
of the paper, is taken as unity. The area of the joint 
will then be /, whence, 

W=pl, .( 5 ) 

or 


which is the formula for a condition of uniform intensity of 
stress over the entire joint. 
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V/ 


-■«-—-|4 


Pig. 2. 


It may be observed here that this pressure is uniform 
only because the total load represented by W, acts at 
the center of the joint, and that 
when the point of application is 
changed to some other position, 

there will be an increased stress | |p 

in that direction toward which 
the load has been moved, and 
a corresponding decrease in the 
opposite direction. 

It will be necessary 'therefore, to consider this varia¬ 
tion of pressure in eccentrically loaded joints and also 
the manner in which the eccentricity in the case of a dam 
is produced. 

If a b be any plane, horizontal joint in the dam at the 
distance H below the surface, OY the water surface, and 
cj> the angle that the back makes with the vertical, then 
the total pressure on the back acting at a point one-third 
the distance up from the joint, will be 


F' 


r H* 


sec <£. 


Combining this force with the weight of masonry W 
above the joint acting through the center of gravity of the 
section, the resultant R will intersect it at some point as 
e, on a b, other than the center of figure, called the center 
of resistance, and it is evident that with a variation of 
F' and W it may occupy any position along the joint. 

Fig. 3, showing only the vertical component, exhibits 
such a case, where compression exists over the entire joint 











HIGH MASONRY DAM DESIGN 


W/M _--Jr " ' 


-X - 


as in Fig. 2, but where the center of pressure is not at 
the center of figure 

w 

If the intensity of pressure I > 

at b may be represented by 
the vertical line p, and the in- w ■ 

tensity of pressure at a by 

the line p', then, since by the i_ 

assumption the pressure varies ^ 
uniformly over the entire joint, 

the vertical, p", at any point, included between the 
horizontal a b and the line joining the extremities of p 
and p' will indicate the intensity of pressure at that 
point, while the area of the trapezoid will represent the 
total pressure on the joint. 

The former may be expressed algebraically thus: 


-!—.. 

FiG. 3. 


and the latter by. 


p”=p f + (p-p f )j 


KP + P') 


... ( 8 ) 


The determination of the maximum and minimum 
pressure p and p' may be made as follows: 

Since the static moment of the rectangle p l about a 
point ]-/ from p' is the same as the static moment of the 
trapezoid about the same point, because the moment of 
the triangle p—p f , l about that point is zero, that being 
the center of gravity of the triangle, there will result by 
taking moments 
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whence, 


2 W 

~r 


(-*?)• ■ 


• (io) 


which is an expression for the intensity of pressure at the 
point b, on the joint a b. To solve for the value of p\ 
the intensity of the pressure at the point a, in a similar 
manner we may take moments about a point \l from b, 
whence, 

"'(-;)=■?.o» 




When p 1 becomes zero, the trapezoid reduces to a tri¬ 
angle as shown in Fig. 4, with its center of gravity at a 
distance from b equal to f l, and, since the center of pres¬ 
sure of W must lie vertically above the center of gravity 
of the triangle graphically representing the variation of 
pressure over the joint, we shall have, p' = o, u = ±l, and 
Eq. (9) reducing to 


whence, 


we shall have, p'=o, 

u = ^l, and 

Wl pl\ 

3 6 5 ’ ‘ ‘ 

• • (13) 

II 

1 10 

. . (14) 


That is to say, the maximum pressure p for this condition 
is twice the value as obtained from Eq. (6). 
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In Fig. 5 is represented a case in which tension exists 
over a portion of the joint, p' is here negative. 




Although both masonry and the best hydraulic cement 
mortar have considerable tensile strength, running up to 
several hundred pounds per square inch in tests, the 
latter, together with the continued adhesion of the mortar 
to the aggregate in concrete, when used, is of uncertain 
value in this connection. The tensile strength is therefore 
always neglected in considering the stability of masonry 
dams or other similar structures, and is an omission which 
is the more justifiable since it leads to an error on the 
side of safety. 

In the case represented by Fig. 5, the triangle, whose 
base is 3^, and altitude p, is therefore alone considered, 
and by taking moments about b, there will result, 


whence, 


Wu — ^u — u 


(i5) 


P 


2W 

3 U 


(16) 


If it is desirable to know what the tension in the joint 
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is, it may be determined from Eq. (i2\ As — < i.o, the 

L 

resulting value is negative, thus denoting a tension by 
that equation. 

The pressures at a and b may also be determined as' 
follows: Decomposing the resultant acting on any joint 
into its vertical and horizontal components, V will repre¬ 
sent the total normal or vertical pressure, equal to W, 
the weight of masonry above the joint, plus the vertical 
component of the thrust from the water. The horizontal 
component of the -resultant is disregarded, as its effect 
upon the joint is more or less indeterminate, and since 
too, it is assumed to be neutralized by the friction acting 
in the joint. 

The vertical component V, acting through the point of 
application of the resultant R in the joint, is therefore 
the factor producing the difference in pressure between 
a and b, or the uniformly varying stress. 

Assume that at the center of the joint, which is not 
necessarily vertically below the center of gravity of the 
mass above, two forces equal and opposite to each other, 
and of the same value V , are applied normal to the joint. 
The effect of each is to neutralize the other, but if we 
consider, apart from the other forces, the one acting down¬ 
ward, since it is applied at the center of figure it will 

produce a uniform stress p over the joint equal to j. 

The two remaining and equal forces V and V, one 
acting downward at the point of application of R, and the 
other upward at the center, form a couple whose lever 
arm is 11, and the moment of which is therefore V x u. 
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This moment produces a uniformly varying stress over 
the joint, increasing the intensity at b and decreasing it 
at a by an equal amount. 

To determine its value we have but to consider the fol¬ 
lowing: 

M~Vv .(17) 

the moment caused by the couple and producing the 
varying stress. /.Iso, 

bj 

M = .(18) 


where k is the intensity of stress at the maximum dis¬ 
tance from the neutral axis; I, the moment of inertia 
of the section about such an axis; and d\ the normal dis¬ 
tance from the neutral axis to that point where k exists. 

Since the neutral axis passes' through the center of 
figure of the joint, the value of d\ is half the length of the 
joint, while I, the moment of inertia, equals T V 3 , if we 
consider a horizontal section in the plane of the joint a b 
extending back from the plane of the paper one unit’s 
distance. Hence, 


or, 


M~Vv 


hi k&l 3 kl 2 


d\ 


hi 


(19) 


k~ 


6 Vv 
~~P~ 


(20) 


Here k represents the stress that must be added to the 
V ' 

uniform stress j to find the intensity of pressure at the 
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toe b and the amount which must be subtracted from j 

to arrive at the intensity at the heel a. It is expressed in 
pounds per square inch, but if the distances are measured 
in feet and the forces in pounds, k will be designated in 
pounds per square foot. 

While it is customary to consider only the normal 
component of the resultant pressure acting in a hori¬ 
zontal joint and to assume it to vary uniformly, this is 
probably correct only for horizontal joints in rectangular 
walls vertically loaded and not subjected to lateral pres¬ 
sures. It will be shown later that the maximum stresses 
exist at or near the down-stream face, and act in a direction 
parallel to and on planes normal to that face. The fact 
also that acute edges do not crack off in the inclined faces 
of dams is in itself a partial confirmation of the statement. 

Under these circumstances then, the maximum normal 
pressure in a horizontal joint must be much less than the 
actual maximum pressure in the dam, and it has been 
assumed to bear the ratio to the latter of about 9 to 13. 





CHAPTER III—PART I 
DEVELOPMENT OF FORMULAE FOR DESIGN 
Six series of formulas, designated by the letters A, B, 
C, D, E, and F, will now be presented, in each of which 
a given set of conditions with respect to the external 
forces will be involved; but as the method of procedure 
is practically the same for all cases, only series A will 
be developed here. 

The following nomenclature will be employed: 

L=the width of the top of the dam cross-section; 

1 = length of a horizontal joint of masonry, to 
be determined; 

l 0 = known length of the joint next above joint of 
length l\ 

h — depth of a course of masonry (vertical distance 
between l 0 and l ); 

P = line of pressure, reservoir full; 

P'=line of pressure, reservoir empty; 
u = distance from front edge of the joint l to the 
point of intersection of P with the joint l, 
measured parallel to joint l; 
y = distance from back edge of the joint l to the 
point of intersection of P' with the joint l, 
measured parallel to joint l\ 
y 0 = distance from back edge of the joint Z 0 to 
the point of intersection of P r with the 
joint k, measured parallel to joint l 0 ; 
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Vao distance between P and P f at the joint Z, 
measured parallel to joint /; 

y = weight in pounds of a cubic foot of water 
(62.5); 

r' = weight in pounds of a cubic foot of mud 
(75-9o); 

i = ratio of unit weight of masonry to unit weight 
of water (often assumed as £); 

weight in pounds of a cubic foot of masonry; 

#=head of water on joint l (vertical distance of 
joint l below water surface); 

H -depth of earth back fill over joint l on front; 

Hi =head of water on joint l when ice acts at sur¬ 
face of water; 

Hi =rise of water level, due to flood, wave, etc., 
above normal level for full reservoir; 

hl =head of water abov e mud level (liquid mud 
of weight /); 

^2=head of liquid mud on joint l, on back; 

a- vertical distance from the top of the dam to 
the surface of water (flood); 

ai = vertical distance from the top of the dam to 
the surface of water when ice is considered 
(ai generally exceeds a ); 

b =vertical distance from water surface to top 
of dam when dam is overtopped; 
ratio of upward thrust intensity, due to 
hydrostatic head H (or H u or h x +h 2 ), as¬ 
sumed to act at heel of joint l (usually 
assumed as f); 
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Ty = horizontal ice thrust at water surface in pounds 
(47,000); 

(The value here given, for example, was used 
in studies for design. Our present -lack 

of exact data in regard to ice pressures 

.prevents more than a speculation from 
being made as to a definite value to be 
assigned in any case); 

Dy = horizontal dynamic thrust of water in pounds;* 
Ey = thrust of earth back fill in pounds (on front); 

W v y = vertical pressure on inclined upstream face 
above joint l, in pounds; 

A 0 = total area of cross-section of dam above 

joint l 0 ; 

A = total area of cross-section of dam above 

joint l. 

t= batter of upstream face for vertical distance h; 
s = distance of line of action of W v y from upstream 
edge of joint l, measured parallel to joint /; 
£ = angle that Ey makes with horizontal; 
a = angle of slope of downstream face of dam 
with horizontal; 

/3 = angle R makes with the vertical; 
p= maximum allowable pressure intensity at toe 
(in pounds per square foot) ; 
q =maximum allowable pressure intensity at heel 
(in pounds per square foot) (p is assumed 
less than q) p and q may be used to signify 
the calculated, existent pressure intensities 

* Determined, as in the case of the overfall dam, by the probable velocity 
of flow against the dam. 
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corresponding to P and P' respectively, for 
the joint l. 

f —the coefficient of friction for masonry on 
masonry (usually 0.6 to 0.75); 

S — the shearing resistance of the masonry per 
square unit; 
r H 2 

i?= ~2~ =tlle horizontal static thrust of the water in 
pounds; 

yH^ 

u ~~= the moment of F about any point in the 
joint l; 

W=A Ay = the total weight, in pounds, of masonry 
resting on the joint l; 

W Q ^A Q Ay = the total weight, in pounds, of masonry 
resting on the joint l Q ; 

R =the resultant of F and W; 

R =the resultant of the reactions; 
cHly 

~F~ “Upward thrust of water on base /. 

. In the h^ares, hydrostatic pressures are indicated by 
triangular and trapezoidal areas included within dotted 
lines, while ice pressure is shown to contrast Hi with H. 

As before, if a unit length of one foot of dam be 
considered, the letters T, D, E, W e , A , A 0 , and IP will - 
signify volumes. 

It will be observed that, where possible, the several 
equations have been cleared of the term Ay, thereby 
simplifying actual calculations. 

In the above table c, in a manner, may be considered 
to provide for an assumption of a certain proportion of the 
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joint’s area being subjected to upward water pressure; and 
the distribution, as evidenced by cHly/ 2, varying from 
a maximum intensity at the heel to zero intensity at the 
toe, is assumed in view of the fact that the tendency to 
open the joint would begin at the heel while a zero intensity 
of upward pressure at the toe would presuppose an opening 
with consequent flow at that point. As the dam would 
then be failing in its chief function, i.e., to retain water, 
this flow is not considered to exceed a slight seepage. 

In general four ways are recognized in which a masonry 
dam may fail: 

1. By overturning about the edge of any joint, due 
to the line of action of the resultant passing beyond the 
limits of stability. 

2. By the crushing of the masonry or foundation 
because of excessive pressure. 

3. By the shearing or sliding on the foundation or any 
joint, due to the horizontal thrust exceeding the shearing 
and frictional stability of the material. 

4. By the rupture of any joint due to tension in it. 

An unsatisfactory foundation might also be mentioned 

as possibly leading to failure, and in view of this, the 
footing upon which the dam rests should always be most' 
carefully scrutinized. 

To preclude failure from any of the above mentioned 
causes, it is the practice to design the cross-section of 
the dam with the following conditions imposed: 

1. The lines of pressure, both for the reservoir full 
and empty, must not pass outside the middle third of any 
horizontal joint. 

2. The maximum normal working pressure on any 
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horizontal joint must never exceed certain prescribed 
limits, either in the masonry itself or in the founda¬ 
tion. 

3. The coefficient of friction in any plane horizontal 
joint, or between the dam and its foundation, must not be 
less than the tangent of the angle which the resultant 
makes with a vertical. 

As may be seen by referring to the figures showing 
the distribution of pressure on a joint, when the resultant 
lies within the middle third, tension can exist in no part 
of it, nor can the safety factor be less than two, if we 
neglect to consider the upward pressure of water perco¬ 
lating through any of the joints or beneath the dam. 



To illustrate the conditions that exist and to derive 
the value of the safety factor when the resultant cuts the 
joint at the extremity of the middle third, we may take 
the case as shown in Fig. 6. Resolving R into its horizontal 
and vertical components, and taking moments about the 
center of resistance e, the following equation is obtained: 


F J~ W l> .(«) 

where F is the horizontal component of the thrust from 
the water behind the dam, acting at a point $H above 
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the plane of the joint, while W is the vertical compo¬ 
nent of the resultant, and as such, includes not only 
the weight of the masonry, but the vertical component 
of the thrust from the water as well, provided the 
latter is considered as acting normal to the back of the 
dam. 

For the dam to be on the point of rotating about b, 
the downstream edge of the joint, it is obvious that the 
resultant R must pass through that point. Under these 

circumstances, since the lever arm of F is still —, and the 

3 

lever arm of W has been increased to twice its former 

value or 2 (^r^j , for the above equation to still hold, F must 

also be increased to twice its former value. This would 
indicate that when R acts through the point e, the value 
of H is only one-half as great as is necessary to produce 
overturning; or, in other words, that the factor of safety 

is two as indicated by the ratio of It should be 

v 

observed however, that the material near the edge of the 
joint will crush some time before the resultant has reached 
it, and that therefore the factor of safety against overturning 
with R at the limit of the middle third is something less 
than two. 


, When, however, the upward pressure of water acting 
over the joint due to percolation is taken into considera¬ 
tion, the factor of safety will be somewhat modified, as the 
following demonstration will make clear. 

By referring to Fig. 7, it will be seen that, for example, 


the horizontal water pressure on the back, 



the uplift, 


2 
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cHrl 

and the weight of the masonry, W, constitute the 

forces, with the reaction (not shown) considered as acting 
on the dam. 

The forces tending to overturn the dam about the 



cH rl 

toe at b are !— and — r - } the resultant of which is denoted 
2 2 

in magnitude and direction by the line, 0 , at the normal 
distance, r, from b . The force resisting this tendency is 
W, the line of action of which is normally distant (u+v) 
from b. If nm denotes the force, 0 , in magnitude and 
direction, and ti d, the force, then ft g will represent 
in magnitude and direction, the force, R , or the final re¬ 
sultant of all the forces, which is opposed by the reaction 
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(for equilibrium to be assured) at the point, e, distant 
u from b. 

The resisting moment about b, then, is W(u+v) =M 0 
while the overturning moment about the same point is 

rO =iW'=£^ xs+S^(»+»+»') -=Mi +Mi.s 

2 2 


Whence, for the ratio of “ resisting moment to overturning 
moment ” there may be written: 


'Mo Mo 
M' M1+M2 


(21a) 


and for the ratio of the “ resultant moment of the ver¬ 
tical components ” to the “ resultant moment of the 
horizontal components ” of the forces there follows: 


Mq-M 2 

Mi 


(21 b) 


These two expressions for the “ factor ” evidently 
become equal to each other only when M 2=0, or when 
uplift is ignored; also, when the factor of safety is equal 
to unity (when Mq—Mz—Mi), or at the point of over¬ 
turning. Therefore, the usual expression, ——, will not 

v 

be the value for the “ factor of safety ” against over¬ 
turning, according to Eq. (21a). 

To consider the foregoing discussion for the purpose of 
developing a graphic treatment for determining the value 
in either case, it must be remembered that, for the dam to 
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be on the point of overturning, the ratio of the two moments, 
M 0 and M' of Eq. (21a), must equal unity or M 0 =M 1 +M 2 , 
and the. line of action, R, in Fig. 7, must pass through b. 
Inasmuch as W is constant, one or all of the other forces 
may at this stage be considered variable, in order to bring 
about the above supposititious condition. According to 
Eq. (21a), the distance, v, is constant, and the water pressure 
on the back and the uplift, therefore, are supposed to be 
proportionately increased to fulfill this condition, of bring¬ 
ing the line of action, R, through b. This seems reasonable 
from the fact that the horizontal water thrust cannot be 
considered to increase without a corresponding increase 
in the uplift. Therefore, the condition necessary to bring 
the resultant, R, through b instead of through e, where 
it actually falls, is that 0 — dg be increased to di, in Fig. 7. 
If be be drawn through b, parallel to 0 (and, therefore, 
to dg), the ratio sought follows from the similarity of the 
triangles, nid and nbc, or, the factor of safety, with respect 
to resisting moment and overturning moment, is equal to 

the ratio, — — ^ 
dg cj 

The foregoing conception, Eq. (216), of the “factor of 
safety tacitly assumes that only the horizontal thrust 
of the water is instrumental in moving the center of pres¬ 
sure from e to b, and that the uplift merely lessens the 
resisting moment. 

As the overturning force to be increased is therefore 
horizontal, and as the length of the line parallel to the 
overturning resultant and comprehended between the 
point, 6, and the line of action of the resisting force is 
divided by its segment (comprehended between the actual 
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resultant and the same line of action of the resisting force) 
to get the ratio, or factor against overturning, it at once 
follows that the division according to Eq. (21 b) would be 

Eq. (21a) seems preferable, or the “ factor of safety” 


v 

cb_ 

cf 


, as in Fig. 7. The “factor of safety,” however, is 


of doubtful value, due to the certain impossibility of the 
structure’s rotation about the point fe; but it may be a 
useful quantity for comparison at times. The expression 
(21a) may give values less than (21 b) by as much as one- 
third, in some cases. 

As was stated previously, the frictional and shearing 
resistance of a joint is assumed to withstand the tendency 
of the horizontal thrust to slide the upper portion over 
the lower, so that it is quite customary, even though it 
should be investigated, to neglect it. 

For equilibrium in this regard, 


F^fW + Sl, ...... (22) 

where F is the horizontal component of the water’s thrust, / 
the coefficient of friction, usually taken between 0.6 and 
0.75 for masonry, and 5 is the shearing resistance per unit 
of area. 

In spite of the fact that 5 has an appreciable value, 
and particularly so for monolithic masses of “ cyclopean 
masonry,” the value is practically indeterminate, and 
consequently usually ignored. Numerous attempts have 
been made however, to write expressions for it, the most 
rational of which depends upon the trapezoidal law of 
the distribution of normal stress; but this too is unsatis- 
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factory from a practical standpoint.* We shall neglect 
S, therefore, in the previous equation, whence, 

FVW, .(a 3 ) 

which gives at the limit, 

, F 

J~ w -^ F .(24) 

In every design the imposed conditions for equilibrium 
result in a cross-section in which the back has very much 
less of a batter than the front. It may be shown also* 
that, as the shear 1 along either face is zero, the greatest 
intensity of stress will act in a direction parallel to the 
face at, and near, the edge. Since the horizontal compo¬ 
nent of the pressure is ignored, this implies that the 
greatest vertical, or normal working intensity of pres¬ 
sure must be less at the downstream face where the 
inclination is greater than at the heel, in order that the 
components parallel to the respective faces shall be ap¬ 
proximately equal. This is accomplished by using a smaller 
vertical normal working stress at the toe than at the heel. 

As the up-stream face of a masonry dam is vertical for 
a considerable distance from the top, and then becomes 
only slightly inclined to it, it is customary to consider the 
thrust from the water as acting horizontally. This is the 
more justifiable since the vertical component of the water 
resting upon the up-stream, face of the dam causes an 
overturning moment about the center of resistance, op¬ 
posite in direction to that induced by the horizontal 
thrust, and hence is an error on the side of safety. 

* See Chapter VIII. 
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It must be evident from the equation of pressure, 
p = yah, that where this alone governs the resulting theo¬ 
retical cross-section, it will be triangular in form with the 
apex at the surface of the water; but where it is intended 
there shall be no flow over the crest of the dam, it is 
customary to carry the masonry some distance above 
the elevation of the water in the reservoir, not only to 
allow for fluctuations, but because of economic condi¬ 
tions or to provide for a foot or carriage way. Tne super¬ 
elevation and the width of top are therefore arbitrarily 
assumed and should be taken at about -fa the height 
of the dam, with a minimum width of 5 feet and a maxi¬ 
mum superelevation of 20 feet.* 

As no equation can be written simultaneously ex¬ 
pressing the three conditions of stability, i.e., that the 
resultant lie within the middle third, that the maximum 
pressures shall not exceed certain limits, and tnat the 
horizontal components shall not cause sliding, it be¬ 
comes necessary to determine the length of joints (usually 
taken vertically 10 feet apart for a depth of about 100 
feet and increasing to 20 or 30 feet below), by the aid of 
that equation involving the limiting conditions which are 
known to apply, in order that the cross-section be a min¬ 
imum, and then to test the joint, if necessary, by the 
other two. Generally speaking the third condition will 
be found to hold if the joint has been designed in accord¬ 
ance with the other two. __ 

*Mr. William P. Creager, in Proc. Am. Soc. of C.E., for Nov., 1915, 
“ The Economical Top Width of Non-overflow Dams,” shows this width to 
lie between 10% and 17% of the height, according to design assumptions and 
concludes that exceptionally wide tops may be used, there being but slight 
economy in adopting narrow tops. 
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Considering Fig. 6, in which l is the length of joint, 
it is seen to be divided into three parts, u, v, and y, 
and from this what may be called the fundamental equa¬ 
tion of the entire design can be written. 

l=u-\-v-\-y .( 2 S) 

If M represents the overturning moment about e, then 

we have that at the limit of the middle third, 

M-*F^ = Wv, .( 2 6) 

or, 

M 

V ~W .( 2 7 ) 

As the analysis will result in a cross-section polygonal 

in outline, composed of trapezoids with bases l and l 0 
and altitudes h, we may write a general equation, 

0 * 8 ) 


(29) 


whence, 


and since, 


W = W 0 +(^jU r , 

A Ay + {^~^jhAy, 

A=A 0 +(]±^h, . 
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which value of v, if substituted in Eq. (25) gives, 


M 


l=u + 



- + 

h 


( 3 1 ) 


The above Eq. (31) is a modification of Eq. (25) and, 
when proper values have been assigned to u and y, depend¬ 
ing upon the existing conditions, is used throughout the 
entire design in the determination of the length of joints. 

In the upper rectangular portion of the dam, where 
there is an excess of material above that required by the 
static pressure of the water, it will be found unnecessaiy 
to consider failure from crushing, as the maximum normal 
pressures are well below the allowed working pressure, 
and consequently the depth at which the section ceases 
to be rectangular will be fixed by the fact that the re¬ 
sultant may not pass outside the middle third. The 
algebraic expression for this condition is, 

u £ 11 for reservoir full, . . . . ( 3 2 ) 

y k ^ l for reservoir empty. . ■ • (33) 

Below this rectangular portion, trapezoidal sections 
will be found. At the base of the rectangle, Z = Z 0 =L, 

u = ~, and, since the center of gravity of the figure is 

3 . L 

vertically above the center of the joint, y = ~- 

If we wish to determine the depth to which the rectan¬ 
gular portion extends, we may do so by the use of Eq. 
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(31), which, as shown, must involve the condition that 
the resultant shall just touch the limit of the middle 

third, i.e., u =—. Substituting in Eq. (31), u = —, y = — } 
3 32 

and remembering that A () =0 

IP 

T L t 6 J L 
3 + L(H -fa) + 2’ 

whence, by dividing by L, 

T J,._ H* H* 

6 ^ 64 (H + a)L 2 ~ L*(H + a) J’ 

or, solving for H, 

H=VjL*(H + a), .... (34) 

If H=h then a =0, and Eq. (34) reduces to, 

H=h=Lv r A . , (35) 

At this depth the rectangle ceases, the sections become 
trapezoidal, the back face is 
still vertical but the front 
face h', is inclined in order 
to increase the length of the 
successive joints and thus 
maintain the resultant for 
the reservoir full at the down¬ 
stream limit of the middle 
third. For a considerable distance below the rectangular 

section therefore, Eq. (31) will be used with u~- to de- 
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termine the length of joint, and the back face will remain 
vertical, but for each new joint the resultant for the reser¬ 
voir empty will approach nearer and nearer to the limits 

l 

of the. middle third, until finally y =—. 

It is therefore expedient to compute the value of y 
under these conditions to learn exactly at what vertical 

l 

depth or joint this value of y first equals 

To do this, moments are taken about the vertical 
face, for both Aq and the trapezoid, the latter being found 
by dividing the trapezoid into a rectangle and a triangle; 
its value is, 




k + 


l-l o 
3 J 


h 


(/2 + Z/o + Z 2 o), 


and hence, 


Ay = A Q yo + ~z (l 2 + Ho + ^ 2 o) • 


Substituting the value of A from Eq. (29) in the above, 
and solving for y there results, 


' h 

AqJq + -7 (Z 2 + Hq + 1 2 0) 


y = 


Aq + 



• ( 36 ) 


This gives a value of y to be substituted in Eq. (31) 
while the value of u = \l, which has been maintained 
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since leaving the bottom of the rectangular section, is 
substituted also. There then results by reduction, 

/2 + (__ + 6 Aoy^j . . (37) 

which is the equation used in the determination of the 
length of joint from the foot of the rectangular section 
down to that joint where Eq. (36) first gives a value of 

>’ == J- At this point the back face must be made to slope, 

while u—y = \l is substituted in Eq. (31) to obtain the 
following: 



which will determine the length of the joints. 

The second condition will be a factor from here on, 
for below this section at some point, the intensities of the 
pressures at the toe will gradually approach and finally 
equal the allowable limit p, and the length of the joint 
will depend primarily upon this. It is therefore necessary, 
after each application of Eq. (38) to see if the limiting 
pressure p at the toe, which is smaller than q, at the heel, 
has been reached. Its value is derived from the equation 
2W 2 AAy 

P — ~j~ — j 3 an d when the limiting value of p has been 
realized the value of u thereafter must be derived from, 

2 l pp 

“~3 ~~bAT r ' ■■■■■■ (39) 
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in which u, is seen to be dependent upon the normal working 
pressure p at the toe. {Eq. (39) follows directly from 
Eq. {9)). 

There is some distance below this joint, however, 
where y still remains equal to §/, while the value of u 
is being determined from the above Eq. (39). Under 
these circumstances, l will be found from the following 
after substituting the values of >' = §/» u from Eq. {39) 
and *4 from Eq. (29), all in Eq. (31). 



* * (40) 


This equation will be used until a joint has been reached 

2 “J Jy 

where the application of q = -—-d shows its value to be 

equal to or greater than that prescribed for q. Here y 
wall be determined by 


2 1 qP 

3 (sA Jy' 


• • (41) 


in which it is seen to depend on q. 

When this point has been reached, u will take its 
1 £ 2 / pP 

value from u — ——y from the equation 

2I 

y sB Y~ 6 AJy * must Ee substituted in Eq. (31) to 

determine l. This will give after reduction, 
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All joints below this point will be found by this last 
equation. 

Summing up. we may say that Eqs. (34), ( 37 ), (38), (4o)< 

and (42), are the five equations to be used in determining 
the length of joints from the top down. Strictly speaking 
( 34 ) gives the depth at which the rectangular portion 
ceases, while Eq. (37) gives the length of joints from the 
base of the rectangle down to where y = \l\ Eq. (38) the 
length of joints from the point where y = to where p 
reaches its limiting value; Eq. (40) the length of joints 
rom the point where p equals its limiting value to where 
9 equais its limiting value and Eq. ( 42 ) gives the length 
of all joints below. 

Eqs. (34) and (37) involve the value of y, which is 
obtained with respect to the vertical back, but when 
that face begins to slope it is necessary to determine it 
with regard to the back edge of the joint in question 



,«. a ut 9 ' represents the back face of the dam and 
i is the batter to be determined by taking static moments of 
and A 0 about the back edge, m, of the joint. 

"The trapezoid of the figure is composed of the triangles 
t/2 and ( l-k-t)h/2 and the rectangle hk. 








joint by either Eq. (44) or Eq. (45). 

In this manner an entire theoretical cross-section can 


center of pressure in the middle third of the joint is the 






The difficulties preventing the forming of a simple working 
equation for the entire cross-section arise from the fact 
that the governing conditions are not introduced simul- 
tanaously nor in the same joint. 

By talcing k of the proper value, a polygonal cross- 
•ection may be determined by the preceding formulae. 
His cToss-section can be then modified by drawing what 
may be called "mean" lines, straight, broken or curved 
ak«g the theoretical faces so as to adapt the latter to a 
practical arrangement and treatment of the joints and 
kurnjg !.! which may be of cut stone or concrete. 

The conditions which have governed the analysis are 
essentially tkm 3 of Rankine, i.e., the center of pressure 
lias m ail cases been kept within the middle third of the 
jesst itud the greatest intensity of pressure, either at the 


immt fare lie lias Hot tkccii aJlmrprf fri 






CHAPTER III—PART II 


FORMULAE FOR DESIGN 
Series A, B, C, D, E, and F. 

As noted earlier six separate series of formulas for 
design have been derived and they will be here set" 
forth in suitable form for easy reference and use. As they 
have been developed by the method just outlined it is 
unnecessary to follow out the derivation of each series, 
although there exist some detailed differences in the treat¬ 
ment of each. These details however, would become 
evident to anyone following the deductions throughout. 

Various conditions of “ loading,” with approved' as¬ 
sumptions, such as pressure due to expanding ice at the 
water surface, upward water pressure on the base, etc., 
referred to in the table of nomenclature previously given, 
have been introduced and are specifically stated for each 
case. 

It will be recalled that Eq. (31) is the fundamental 
expression for finding the length l, of any joint; and, as 
the several conditions are introduced, that the “ M ” must 
in each case signify the total overturning moment and 
not merely the moment of the static water pressure on 
the back. 

The development of a cross-section, by any one of the 
following series, may comprise five stages, each stage 
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representing the introduction of a governing condition. 
Hence, for each stage there obtains a main equation for 
finding the length of joint l, each main equation being 
supplemented by secondary equations for y, u, and t; 
p and q. 

It may be necessary to employ more than one of the 
series of equations in determining a cross-section. 



For ready reference, the five stages will be set forth 
and depicted in order as follows: 


Stage I. This stage, it will be remembered, extends 
from the top of the dam to the joint where the front 
face commences to batter. It is the rectangular section. 
y>\L\ u 2 :\L (see Fig. io). Ice pressure is purposely 
omitted in Fig. io to prevent confusion of letters in 
small space.) 
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/ I . 

/ | yH M 


Stage II .—This stage extends from the lower limit of 
Stage I to the point where the back face commences to 
batter. u=\l\ y ^.%1 (see Fig. ix). 

Stage III .—This stage extends from the lower limit of 
Stage II to the point where the intensity of pressure on 
the toe has reached 

the maximum allow- •<--——-*4 

able intensity. In this FltK SJ^ ev ? 1 1 

stage u = f/; y — (see ;Ij i 

Fig. 12). | | / j 

Stage IV. — This j j / ’ \ 

stage extends from the J !„/ ai) \ 

lower limit of Stage i / \ 

III to the point where y j j \ 

the pressure intensity /, —»——j—: -\ 

> • ; “ (Iii'j and i iy ■ \ 

on the heel has reached I \ 1 —LL_ 

the maximum allow"- / j i “f ,/f fill \ 

/ i 1 j. if; y ' \ 

able intensity. For j } i T T. —y -J tv> 

- -, L -Li-*— l—i ---- 

this stage u>\l\ y = $i r - i—--V- - ---■* 

(see Fig. 12). i 

x; ,Jrr r \ 

Stage V .—In this L.--''"" ~ * \ 

stage, the limiting in- Fig. 12. 

tensities of pressure 

at both toe and heel having teen reached, y>\l\ u>\L 
This stage extends from the lower limit of Stage IV 
downward. (See. Fig. 12). 

The following secondary formulae, supplementary to 
the main equations of all series, with substitutions as 
noted, are arranged in order corresponding with the 
preceding. 


(IHja|d iiv 
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Stage IV, 

u -h-J£- 

^AyA 


y=hi 

2.4 0 (Z-3yo) —W 
6 Ao + h{ 2 lo + l) 

2A r A( 3«\ (limiting 
- ^ 2 — ^ J j n t enS ity 

2 Ay A 

q- = ~ir 


3 ir{ 2 JA~cHl) 


p-rl-j 


Stage V. 
u ==p- 


y = P~ 


pP 

6 Ay A 

ql 2 

6 Ay A 


u = U- 


' ^y (2 A A —cHl ) 


AoiV- 6y 0 ) + + k)hk 

^ ~~ 6Ao + h(2lo A1} 

2 AyAf 3^\ (limiting 

q= f l ) intensity)! 

If T enter the following tormulae, H above becomes 
Hi. (See Figs, n and 12.) 

The first column of formulas just given would apply, 
with the condition of upward pressure on the base due 
to hydrostatic head, if a proper value of u corresponding* be 
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taken, that is if the excursion of the force A Ay, resulting 
from the effect of all other forces on A Ay be considered, 
rather than the effect of all the other forces on the re¬ 
sultant vertical force. 

It will be found expeditious to design a section, where 
ice pressure at the level of full reservoir is to be considered 
in connection with the water surface at some higher flood 
level, first by series of formulae containing T (cf. Series B and 
D) and then to investigate successive bases, or joints, thus 
obtained (beginning, for a high masonry dam, usually 
at a base, or joint, about ioo feet from the top of the dam) 
with series of formulae lacking T, or the ice pressure con¬ 
dition (cf. Series A and C). A base will ultimately be 
obtained by these supplementary “ Flood level ” calcula¬ 
tions greater than the base at its same elevation as pre¬ 
viously determined by the “ Ice Pressure ” design. 

Continuing with the design by means of the ‘ ‘ Flood level ’ ’ 
formulae to the bottom of maximum height required will 
determine the minimum cross-section area to meet the 
conditions both of “ Flood ” and of “ Ice.” It should be 
remarked in this connection that when a reservoir level 
is rising due to flood conditions prevailing, it is evident 
that ice formation cannot develop, or, in other words, the 
two conditions cannot be coexistent, hence the difference 
in designation of hydrostatic heads corresponding. (See 
Figs, n and 12.) 
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Series A. 


Conditions: Overturning moment due to horizontal 
static water pressure on back of dam only. 

Stage I. 


H —\/ AL 2 {H -1-a). 

Stage II. 

+ =^(^j + 6Aay 0 )+h- 


Stage III■ 

P+ (^+/ 0 )/ 


IP 
' Ah' 


Stage IV 




r H* 


Stage V. 


hAr 


l 2 - 


H* 

+ h)l 


Series B. 

Conditions: Overturning moment due to: 

(a) Horizontal static water pressure on hack and 

(b) Ice pressure applied at distante Oi) from ttp 

Stage I. 

Hi A{Hx-\-ai)L 2 -bin\. 
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Stage II. 


( 4-A( 




i(H x * + 6 TH 1 a . 

j +6A 0 y 0 J +/o s 


Stage III. 

/2 + (^ + /o ) z= ^ (i:/i 3 + 6:r ^)_ 

Stage IV. 

' P•= (Hi 3 +6THi)-. 

P 

Stage V. 

(ii7~0 /2 ~(T +/o ) /= ^^ i3 + 6ra i)' 


Series C. 

Conditions: Overturning moment due to: 

(a) Horizontal static water pressure on back. 

(b) Upward water pressure on base. Pressure intensity 
decreasing Uniformly from cHj at heel to zero intensity 
at toe. 

Stage I. 

H = \ / lj\A{H + a)-cH}. 
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Stage IV. 
(a) (i 


cH 

Jh 


P + 


2A0 

T +k) 


/-■ 


iMl 

p 



, which reduces to 


(b) P~ 


-ftP 

P ' 


Stage V. 

I cIP 

V-JTu 



hJ 



which reduces to 


(b) 


f p + I 
\hJy 


■ ^0 ,7 v 7 

Tj -+ /,.)/ 


H z 

Jh' 


Series D. 

Conditions: Overturning moment due to: 

(а) Horizontal static water pressure on back (head = Hi). 

(б) Ice pressure applied at distance (ai) from top. 

(c) Upward water pressure on base. Pressure decreasing 
uniformly from cH\j at heel to zero intensity at toe. 

Stage I. 

H x = &L\(Hi + ai) J-cHi]-bTHi. 


Stage II. 

(‘ - c -ii) p+ fir +h ) 1 =|-( Hl3 + 6 ^i + 6 .4oy„)+^. 
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Stage III. 


cH {\ 
Ah 


l ' 2 + (ur +/ ° )z 




Stage IV. 




rJSl + STHJhA., . .. u J 

P \JV A kj, which reduces to 


( 6 ) »■ 

P 


Stage V. 
(a) 




+ 




(ff.’+erg,) /^ ■ 

d/i \ /j~~ + *o J, which reduces to 


(6) 


/£±g 

\hAy 


2A 0 

h 




Ah 


In the preceding series of equations it will be observed 
that the final expressions for l in stages IV and V are 
very similar, and that the quantity c in equations (a) of 
these stages disappears in equations (b). Equations (6) 

of course, are to be used for purposes of calculation of 
cross-sections. 
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Series E. 

Conditions: (See Fig. 13.) Ice pressure neglected in 
Fig. 13. Overturning moment due to: 

(a) Horizontal static water pressure on back (head=Ai)- 

(b) Ice pressure applied at distance (a 1) from top. 

(c) Upward water pressure on base; pressure intensity 
decreasing uniformly from c(hi + h 2 ) r heel to zero in¬ 
tensity at toe. 

(d) Mud (liquid) pressure on back (head hf), commencing 
at distance h 2 above joint in question. Weight of mud = j r . 
As before, if T be equated to zero, a\ becomes equal to 
a, in the formulas. 



Stage I. (hi, of known value, h 2 to be determined.) 

bif. + (ki + h 2 )[3h 1 h 2 + 6 T+L 2 (c-J)]=L 2 a 1 J-h 1 * 
T 


Stage II. 


[■ 


c(h\-\-h 2 ) 

Ah 


p + ^+kU 


r h ^ ^ 

-7T (hi + h 2 ) ($hih 2 + 6 T)+hi 3 -\ — + 6 A 0 y 0 A + Z 0 2 
Ah L T J 
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For trapezoidal section at top, make A 0 = o and y 0 = o 
and l 0 =L m Stage II. This applies generally. 

Stage HI. 

c(h 1 -hh 2 )l 1 n (sAn \ 

L 1 ~ir- r+hr+¥ 

+h d ( 3 * 1 4 2 + 67 ) + h? +^]. 

Stage IV. 

p ~ {hi + h 2 ) (3hih 2 + 6T)+h ^+. 

Stage V. 

(w-)--fiM' 

= ~4h (^1+^2)(3^1^2 + 67") +h x s + — A . 

r J 

Prom a study of the formulae thus far developed it 
will be observed that by reducing certain conditions to 
zero, with their corresponding quantities, the main equa¬ 
tions of a given series reduce to those of a simpler series. 

For instance— 

. In SeneS B make T (for ice pressure condition of load¬ 
ing) equal to zero and H 1=H and 0l - 0 and the main 
equations of that series reduce to Series A equations. 

In Senes C, by making e (for upward water pressure 
condition) equal to zero in main equations of Stages I, II, 
and III and also in equations (a) of Stages IV and V, the 
-quations of Series C reduce to those of Series A. 

Likewise, by making the proper eliminations and sub- 
titutions. Senes E will reduce to Series D, C, B or A. 


nm 
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Series F. 

This series consists of general formulae for a number 
of imposed conditions of loading. For any given case, 
the terms or factors expressing those conditions not ap¬ 
pertaining must be eliminated by equating them to zero. 
(See Fig. 14.) 



Conditions for General Formula. 

Overturning moment due to: 

(a) Horizontal static water pressure on back (head = &i). 

(b) Upward water pressure on base; pressure intensity 
decreasing uniformly from cHj or c(hi+h 2 ) y, at heel to 
zero intensity at toe. 

(c) Mud Qliquid) pressure on back (head h 2 ) as before. 

(d) Dynamic pressure of water , Dy. 

{e) Water flowing over top of dam, weight of water, 
of depth b, on top of dam being neglected. 
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^P°r condition of water not overtopping dam, 6 = o and 

For condition of no dynamic pressure, 75 = o. 

For condition of no upward water pressure, r-=o. 

or condition of no mud (i.e., mud being replaced by 
water) make h 2 =o, h x =*H. 

Stage I. 

Rectangular cross-section at top or rectangular dam, 
L=Lq~L. 

This may fall under either of two cases, viz.— 


Case (i) 


Condition: h x =H; h 2 = o. 


H3 +H[ + 3 D~- 3 b 2 + L 2 (c-J)] = b(3D- 2 b 2 -L 2 J). 

Case ( 2 ) 

Condition: h, of known value; h 2 to be determined. 

"7 + (^1 +^ 2 ) [3 h x h 2 -\~3D- 3 b 2 +L 2 (c-4)] 

= b( 3 D-2b 2 -~L 2 J)~h t : \ 

„ f As in the preceding series, the value of H or h 2 of 

isir i " m “" * -™- — 

Stage II. 

dissection at top of dam or trane- 

must 17Z N 
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zoidal dam (spillway) front face battered. (A 0 = o,l Q = L 
and y 0 = o.) Note: For a triangular dam / 0 = o, also. 


c(hi+h< 2 ) 
Ah 


l 2 +Ll 

Ah 
hA: 


(hi -f h 2 ) (shihz — 36 2 ) -yh) 


+ ~~ + 2b s + 7 l D(h 1 -\-2h2 — b) 


+IA 


(6) Trapezoidal section continued (front face battered). 


c(h\ -f- hi) 


Ah 




+ hi 3 -J- ~~~ + 2 b !i + 2>D(hi J r2h 2 — b) + 6Aoy 0 A 


(hi -yh 2 ) ($hih 2 3 b 2 ) 
+ Iq 2 . 


Stage III .—Both faces battered. 


c(h\ -I -h 2 ) 
Ah 


p+(A-+io)i 


y h " r " u J * ~ ~Ji t [ (^i + As) (3M. — 3^ 2 ) 
+Ai 3 +‘“~ + 26 s + $D(hi + 2A2 — 6) 


Ftoge TV.—Limiting intensity of pressure, p t introduced. 


/ 2 




(hi+h 2 ) (shih 2 ~sb 2 ) +hi 


J r J ltlLj r2 tf A . zD Q Ll „ V2h2 „ h ) 


Stage V .—Limiting intensities, p and q. 

(^7 -IjP-( 2j Y + l oj l ~-J^ ( h\+h-2) ( 3 * 1*2 - 3 h 2 ) + h, 3 

+ + 2*3 + 3 D(k J + 2*2 - fi) 
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The increased number of overturning loads then, tend 
to render the right-hand members of the various equations 
more involved; though after a little practice one may 
easily carry through a design with surprising rapidity. 
The slide rule may be used to great advantage and it is 
suggested that the results be tabulated as determined, 
in some such form as the following: 


Table of Results. 












CHAPTER IV 

FORMULAE FOR INVESTIGATION 

The effect upon the calculation of a cross-section, of 
backfill on the down-stream face, could, of course, be cared 
for by introducing that condition into the preceding series 
of equations; but. as this effect as computed, would be, 
in any case, largely dependent upon assumptions which 
may vary widely and as the placing of backfill is generally 
a later consideration with respect to construction, the 
propriety of such introduction at that stage of design is 
questionable. 

In the following formulae for investigation therefore, 
the general conditions of an earth thrust acting at the 
down-stream face and of a vertical component of thrust of 
material on the up-stream, inclined face of the dam, are 
introduced. Moments of forces are taken about a point 
in the joint distant y from the up-stream edge of the joint 
in derivations for u. 

By any of these formulae the position of the line of 
resistance for any given cross-section and respective con¬ 
ditions may be determined with regard to any horizontal 
joint and its down-stream edge; the value of u being the 
quantity to be sought. 

Any condition may be disregarded by equating, its 
term to zero. 
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The first expression below contains all of the conditions 
heretofore considered with the additional ones just stated' 
and from it follow the succeeding expressions for u. It 
should be remembered that the term T cannot be coex¬ 
istent in any expression for stability with b and therefore 
with D. Nevertheless all of these terms are written with 
the understanding that the proper eliminations be always 
made. Three general group equations will be written 

Formula for Investigation. 

First, Conditions of retained mud, water, overtopping, 
etc. (see Fig. 14). 

( 

I (h 1 +h 2 )[ 3 hih 2 + 6 T— 3 b 2 + cl{ 3 y — l)] + kF 
+~~ + 2b 3 4. 3 £>(fc 1 + 2 h 2 -b)~ 6 W v {y-s) 

+ 6 E\(l-y) 

u=l-y _-_ 3 sina JJ 

6(W v + Esmd + AJ)- 3C (hi+h 2 )l * 

Whence, for conditions of retained mud, water, etc., but 

ko overtopping, by making &=o and T = o ; there follows 
{see Pig. 13) : 

) (h i+ h 2 )[ 3 hih 2 + 6 T + cl( 3 y-l)]+hF + h 2 3 ^ 

r 

- 6 W v (y-s) + 6 E (l-y) sin d-— - ln ^ l - 

u=l — v --—___ L 3 sin a J ' 

6 (IIT+is sin d + AA) -3^ +A 2 )/ 


From, this last 
taimd water , etc., 
making h t = Jf i; } t . 


expression for u, for conditions of re¬ 
but neither mud nor overtopping, by 
2=0, there is obtained: 
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[ 6 T+HJ + cl( z y-l) y-s ) 


4 * 


u =l-y- 


6E 
H x 


(l — y) sin d - 


H f sin (8 +«)’ 


sin a 


, l W v + E sin 8 + A J\ 

6(- H ];- )~id 


As in the equations for design, when T = o, Hi=H. (See 
Figs, n and 12.) If H' is of such depth that the down-stream 
batter of the cross-section varies considerably, an approxi¬ 
mate solution is possible by assuming some average batter 
for the lower portion. The expression for earth thrust is 
general, as is evidenced. After u is determined for each joint, 
the intensities of maxima pressures can be determined 
for the given cross-section, the general expression for p, 
corresponding to above expressions for u, being: 


. 2 r 

p= T 


Wv -)- E sin 8 T A. A ■ 


c(hi + hd 




In connection with the computation for the value of y in 
an investigation, as indicated above, it is necessary to obtain 
the position of the centroid of 
a trapezoid with respect to the 
back, or up-stream edge, of 
the joint in question. The fol¬ 
lowing expression for x, in con¬ 
nection with Fig. 15, may prove 
convenient: 

_ ( l 2 ^0+^o 2 ) +£(^+2/0) 

3 ( 1 + 1 0) 

It is desirable to consider tension as active in the 
joint, and if p' t is the intensity, in tons per square fooh 
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at the down-stream end of the joint, and p", is the inten¬ 
sity at the up-stream edge of the joint, p, above, which, as 
written, is m pounds per square foot, will take the form: 

P' W t +E sin 5 +AA-L __3^1 

P‘" sin 1 

In the case where there is liquid mud only on the back, 

W, becomes equal to ttl, where A' is the area of the 
superimposed mud. 

In the use of the foregoing formulae, it may be desirable 

to take account of some such variation of the extent of the 

uplift intensity on the base or joints, as was indicated 

ap er I, p. I4j ln the distinction to be drawn be- 

in 11 ^ conditions in the foundations and higher 
Up m the dam. * 

For the foundation, a trapezoidal distribution was sug- 
ges e an for the body of the masonry, drained by wells 

Lterr" f StribUti0n 0f ^tensities, but of shortened 
extent down-stream, was proposed. 

!n the former case, the total pressure would be in- 
creased but its lever arm would tend to be diminished, 
n he latter case, the pressure would be diminished, but 
the lever arm increased. The effect on a cross-section 

woTh° r 7 t hne ° f PreSSUre f ° r a ^ cross-section, 
’fd W to be worked out for any particular case. For 

Zt I"‘ !T “ ^ KenSi “ Dam ''^egoing changes 

e or nary triangular assumption, while modifying 

the numerical results as to “factors " against overturning 
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and as to resulting pressure intensities on the various joints 
and the foundation, did not modify the final cross-section. 

An approximation, however, may be satisfactorily ob¬ 
tained by varying the value of c as one works down the 
cross-section from the top. The amount of the requisite 
variation may be ascertained by comparing the overturning 
moment of the uplift, acting as usually assumed, with the 
value of the overturning moment as desired to be assumed 
in the given case. This may be done for three different 
points down the dam, and the ratio found by this com¬ 
parison. A curve may then be plotted in terms of these 
ratios, and the distances from the top, all figured from a 
cross-section assumed as nearly like the dam under con¬ 
sideration as can be anticipated. A curve through the 
'three points will yield the relative values of the variable 
c’s to be used in the formulae, each c for its own elevation. 
Or else formulae such as these here given may be derived 
for the given assumption and used directly. 

In the studies for design, referred to before, the analytic 
work should be checked throughout by the graphic method 
wherever possible. This should always be done both in 
designing and investigating cross-sections. 

It should be stated here that, after a cross-section has 
been fixed upon for a given dam and the faces drawn to 
chosen batters and curves, the entire cross-section should 
be investigated ’ as just outlined so as to give the actual 
values for this final cross-section. 

Again, in comparing different cross-sections, especially 
of different dams, by superimposing, their water lines 
should be made to coincide and not their tops for a fair 
comparison. 



CHAPTER V 

the design of a high masonry dam 

forrrM ^ method of applying the preceding 

i ! u detennination of theoretical cross- 
secbon of a high masonry dam, an actual problem will 

has bep en ^ purpose the Olive Bridge Dam 

has been selected, not only because it is representative of 

01 W lch the formul?e were developed, but be- 

Zl haS been recently put **> service, 

Merest ^ ^ t0 be ° f ™ re tha ” P-ing 

con!n,Z' “I 136 “ appr ° priate ' before proceeding to the 
computations, to refer to r^rfai-n r\t +t, ± 

imoortant- ^ + certain of the structure’s more 

mportant features, especially as some were entirely new, 
and to give a brief description of it. 

"numhT °i"r Bndge Dam is the structure of a 

waters ^f tb^A Whidl SerVe to im pound the 

lou m , 6 ReSerVOir - The latter is located 

about 14 miles west of the Hudson River at Kingston, 

gallons’ de S ' ^ aVadaMe Stora ® e ca Pacity of ng bilHon 
ganons derived from the Esopus watershed, with an area 

CatsM AaTd^t 68 ’ r d deKVSrS the St0red water *o the 

per dav to h ^ ’ Wh ° Se ca P acit y is 5 °o,ooo,ooo gallons 
per day, to be conducted to the City of New York, about 

-miles away, and on the opposite side of the Hudson 
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The reservoir is formed by the Olive Bridge Dam, 
placed across Esopus Creek, and by the West, Middle, 
East and Hurley dikes, located in the smaller gaps between 
the hills which create the natural basin. 

The dividing dike with its weir separates the reservoir 
into two portions, while the waste weir, nearly 1000 feet 
long, at the eastern end of the large dikes, provides the 
means of discharging surplus floods safely. All of the 
weirs are masonry structures. 

The length of the reservoir is 12 miles, with a max¬ 
imum width of 3 miles, while the total length of the dam 
and the dikes is 5$ miles. 

Work was started in the latter part of 1907, and on 
Sept. 9, 1913, the storage of water in the west basin began. 
By Oct. 2 in the same year, the first Esopus water could 
have been delivered by gravity into the Catskill Aqueduct, 
the water surface of the west basin having reached ele¬ 
vation 495, or a depth of about 95 feet behind the dam, 
the equivalent of 2100 million gallons impounded, but 
unavailable. 

Three types of dam were considered in the studies. 

(1) An earth dam, to be constructed by sluicing or 
some other method. 

(2) A composite dam, or one consisting of a masonry 
core, covered by an earth embankment, the masonry 
portion being of small section across Esopus gorge and 
rising to within 50 feet of the water surface for full reser¬ 
voir, the earth embankment making up the remainder. 

(3) A masonry dam of the gravity type, extending 
across the gorge and flanked by earth wings at each side 
of the valley. 



HIG H masonry dam design 

The investigations were so far advanced at the end of* 

1906 that a decision in favor of the third type was 

reached early in 1907, after 268 study drawings had been 
made. 

The masonry dam is founded on solid ledge rock. A 
cut-off trench extends about 40 feet below the stream 
e , and grout holes go 20 feet deeper. The main struc¬ 
ture is of cyclopean masonry, with concrete face blocks 
while the wings, built of acceptable earth found near the 
ate, contain concrete corewalls extending to solid ledge 

or into veiy compact impervious earth. 

The masonry portion of the main dam, which rises to 
an elevation of 210 feet above the stream bed, is 1000 feet 

ong but the total length of the structure including the 
earth wings is 4650 feet. 

To prevent temperature cracks in the masonry section 
1 was decided to divide the dam transversely by means 
,, , a expansion joints, the distance between which 
would be well within those distances at which cracks had 
eretofore been observed in other structures. These in- 
tervals varied from 84 to 91 feet. 

The expansion joints (more properly termed contraction 

bTck T hY bUilding VertiCal faces of «™rete 

Js of tW at ? n f'^‘grooved joint, normal to the 

th b +b am ’ 2111 tbus preventin s a continuous opening 
fcoughthe structure, should the adjacent sections contract 
• inspection wells at each expansion joint afford the 
opportunity of studying the conditions at these sections 

there are also two longitudinal inspection galleries 

built within the dam, one near th* + j g 

, 1 , , ’ one near the top and entered by 

anholes from the surface, and one near the lower portion 
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of the dam, both of which are connected with the vertical 
inspection wells. 

The inspection wells afford the opportunity, should it 
be deemed desirable, of placing a copper strip across 
each expansion joint, to reduce the quantity of water that 
may be expected to pass through them. 

The lower longitudinal gallery opens near the center 
of the dam into a transverse gallery, leading to a measur¬ 
ing weir chamber and drain, at the downstream side, where 
the entire leakage may be gaged and discharged. 

Between the vertical inspection wells, drainage wells 
16 inches in diameter, and about 12 feet apart, slightly 
inclined downstream from the top, are provided, between 
the upper and lower longitudinal galleries, to intercept 
seepage into the masonry and to prevent any water from 
reaching, and consequently disfiguring, the downstream 
face of the structure. 

These wells were constructed by laying up large, hollow, 
porous concrete blocks. 

Small quantities of water which may enter the body 
of the dam, either through the expansion joints, into the 
inspection wells, or through the capillary spaces in the 
masonry, will be conducted by means of the wells, galleries 
and drains to the gorge below the dam. 

It is proposed later to fill the vertical inspection wells 
with material that will effectively stop all flow. 

The following calculations indicate in detail the method 
pursued in the determination of the theoretical cross- 
section of the Olive Bridge Dam. 

The conditions that governed in the design were as 
follows: 



HIG H masonry dam design 

1. Elevation of top of dam above datum ... 610 ft 

2. Elevation of free water surface, reservoir full‘ ' sqo ft 

3 - Etevataon of free water surface, reservoir in max. 

flood. 

4 ' E1 f at ; 0n ° f free Water surface - reservoir in max! 596 ^ 
flood and wind blowing at max. velocity of 40 
miles per hour, with waves piled up. 6oo 

5 - Elevation of bottom of max. section; rock excavation 

at this point approximately io feet deep. * qo 

. Ice pressure, assumed the same as that used in the 

esign of Wachusett Dam, applied at elevation 590. 23.5 tons per sa fti 

7 - Upward pressure due to hydrostatic head assumed 3 ‘ 5 P<3rSqA 
to be of uniformly varying intensity, and varying 
from a max. at the heel of the joint to zero at the 
toe, distributed over f the area of the joint. 

• At the maximum section the earth is refilled to the 
top of the gorge equivalent to elevation 450 or mo. 

9 - Other conditions so liberal that section will be reason¬ 
ably safe against earthquake and dynamite. 

10. Maximum allowable unit pressure.. . „„ 

n. Top width. . . 0 tons P er S( l- ffc - 

12. Resultant line of pressure, reservoir full and empty! 23 ^ 
shall he within the middle third at each joint. 

13- , or ratio of unit weight of masonry to unit weight 

• H- T> weight of a cubic foot of water.. 6 f -11 

I5 * \ ra1 T ° f UPWard thrUSt intensit Y due to hydrostatic ’ S ' 

Head, assumed to act at heel of joint. 2 

Flood conditions, Series C, and ice conditions, Series D, 
will be imposed, and the design prosecuted with respect 
to each simultaneously. 

Prom the above it follows that 

a = 10 feet (flood conditions), 
a i ~ 2 ° feet (ice conditions), 

67 = 4512, 


Joint No. i, Flood Conditions 
Generally speaking it may be assumed that the top of 
a masonry dam will be about * of the height above the 
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water, but in the case under consideration, a superelevation 
of only 20 feet was employed for full reservoir, and 10 feet 
for flood conditions. While the choice in this respect is 
purely arbitrary, the above ratio is the one usually pre¬ 
scribed if there are no other governing conditions. 

Since the length of a joint depends upon its depth 
below the water surface, it is evident that at the surface 
this dimension should be zero. For various reasons, how¬ 
ever, such as the desirability of a foot-walk or a driveway 
on the crest, a top width is chosen which will satisfy the 
demands. 

As 23 feet had been decided upon as the top width, 
for a considerable distance below the water surface the 
rectangular section will more than satisfy the only con¬ 
dition for stability that applies in this portion of the dam, 
namely, that the resultant of all the external forces for res¬ 
ervoir full and reservoir empty shall be within the middle 
third of the cross-section. It is evident that for reservoir 
empty, the resultant passes through the center of the 
joint. It becomes necessary, however, for reservoir full, 
to determine the depth H at which this resultant first 
emerges from the middle third of the rectangular section. 

For flood conditions we will use the equation under 
Stage I, Series C, which is, 

H = </L 2 [A(H+a)-cH]. 

Here a = 10 feet, A = L = 23 feet; and c = §. 

This equation may be solved by successive substi- 
tions for H, until such a value of H is found that equality 
results. In the present instance it is found that # = 35.1 
feet satisfies the equation, and hence the rectangular cross- 
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section of the dam may be carried down to a depth of 
45-1 feet below the top, since a, the superelevation under 
flood conditions, is equal to io feet. 

Joint No. ia, Ice Conditions 

In a similar manner for ice conditions, we must use 
the following formula, under Stage I, Series D, to deter¬ 
mine the depth, if,, at which the resultant first emerges 
from the middle third of the rectangular section. 

Hl = *VL?[{Hi +ai)L~cH 1 ] 

Here ai = 2 ofeet, A=l L = 2 3 feet, c=§ and 6 T = 4512. 
By successive substitutions for H h it is found that a 
value of 6.7 feet will satisfy the equation and consequently 
e rectangular section in this ease can be carried down 
only 6.7 feet below full reservoir, or, since the superelevation 

“1 “ 20 f6et ’ to a de P th of 26-7 feet below the top, 
before it will be necessary to modify the section. 

A comparison of the two values established, if, + 0 , = 

• 3 • 7 . feet - 45 -i feet, together with an exam- 

ma ion o t e profile, shows the very marked effect the 
assumption of ice pressure has upon increasing the cross- 
section in the upper levels of the dam. 

The solution for either H or if, may be expedited by 
the use of the graphic method. Thus, assume at least 
three values for if, say 3 o feet, 4 o feet, and 5 o feet in 

membar'nf T’ "0 *“ SUCCessivel y “ the right-hand 

res^t , eqUati ° n aad Solve ' PIot these 

ultmg values as abscissa and the assumed values for 

throTT“ g “ ° rdinates - A smooth curve drawn 
through the points thus obtained will give a point where 
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ordinate and abscissas are equal, and this will locate the 
desired value. 

At no point in this portion of the dam does the length 
of a horizontal joint change, but below a depth of 26.7 
feet from the top, this dimension will have to be increased 
in order to comply with the requirement for stability, which 
prescribes that the resultant of all external forces shall 
lie within the middle third. This is accomplished by 
giving a batter to the downstream face of the dam, while 
the upstream face remains vertical. 

This stage of the design extends from the lower limits 
of the rectangular section to that elevation where it first 
becomes necessary to batter the back, and the formulse 
to be used are those found under Stage II, Series C, for 
flood, and Series D for ice conditions. 

Joint No. 2, Flood Conditions 

The investigation for the purpose of determining the 
length l of joint No. 2 involves the use of an equation in 

which u shall have a value of -, since the resultant of the 

3 

external forces for the reservoir full reached the limit of 
the middle third at the downstream side at joint No. 1, 
and since, also, it may not pass outside that limit. This 
is expressed for flood conditions by the following equation 
from Stage II, Series C: 

( T ~^) p+ (^ +l °) l= l(^ +6A <'yoj+V- 

The value of 4*9 f®6t will be given to h, to bring the 
depth of joint No. 2 to elevation 560, or 40 feet below the 
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flood level, and 50 feet below the top of the dam, merely 
because this is an easier figure to work with and because 
the depth of each successive joint is taken as 10 feet, or 
some multiple of 10 feet, below the next above. 

In the above expression the factors take the following 
values: 

^.0 = 1035 square feet; # = 40 feet; ^=4.9 feet; 

Zo = 23 feet; ;y 0 = 11.5 feet; and A =4. 

Substituting these values in the above, completing the 
square, and solving for l, we obtain: 

l = 25 feet. 

As it is necessary to use the factor A at each successive 
joint, it should be determined at this point 

yl =A 0 + l -^h. 

2 

All the quantities in the above equation are known, 
and A is found to equal 1152.5 square feet. 

It will be noted that the equation employed to deter¬ 
mine the value of l involves the factor yo, which represents 
the distance from the up-stream face to the point of appli¬ 
cation of the resultant pressure for reservoir empty, on 
the joint next above the one being investigated. It there¬ 
fore becomes necessary after each application of the formula 
to use the supplementary equation from which the value 
of y is found, not only for the above purpose of locating 
the point of application of the resultant, reservoir empty, 
but because this y becomes in turn y 0 for the joint next 
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Furthermore, as u has already been given the value 
of -, the only condition for stability in this section of the 
dam involving Stage II is that y shall be equal to or greater 


than 


A o^o++ Ik + h 2 ) 
o 

A ' + (rr) k 


As all of these factors are already known, it merely 
requires that they be substituted in the above, which 
results in 

y = 11.6 feet. 

This indicates that the pressure line P', for reservoir 
empty, lies well within the middle third of Joint No. 2. 

As the limiting depth of the rectangular section under 
ice conditions was found to be 26.7 feet below the top of 
the dam, while for flood conditions it was located 45.x 
feet below the top, it will be necessary to investigate the 
joint at the latter point and called joint No. 1, under the 
ice conditions, to see what effect the ice will have upon its 
length. After the l has been determined for this joint, 
the length of the joint under ice conditions at a depth 
of 50 feet below the top, called joint No. 2, will be found, 
so that both joint No. x and joint No. 2 will have values 
of l under flood conditions and under ice conditions, and 
thereafter the procedure will be to investigate the length 
of each successive joint, first, for flood and then for ice. 

The. following formula from Stage II, Series D, will 
be employed: 



ni 


i/ffi 3 4-677/ 


wing iactors a: 

8.4 feet, ^ 4 0 = 6 
feet. 6r=45i2, y 0 = u .5 feet, 4 = 23 feet; whence, b] 
substitution, completing the square, and solving for f 
we obtain the value 


that at a depth of 45.1 feet below the top of the dam 
the length of the same Joint should be 23 feet under flood 
mxAtkxm, and 33 feet when ice is assumed to act. 

We must now determine y, since its value must be used 
ia the joint next below where it takes the symbol yo, and 
tlie frflowing tormitls is employed, in which all the quan¬ 
tities are known: 


Hh (P +14 +4 2 )- 


4+R U 

"It# 


= 12.7 feet. 


:!J ^ tteshf be doted tee that the denominator 


1 
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Joint No. 2, Ice Conditions 

Using the same formulae for l as in joint No. 1 with 
new values to some of the factors, thus: 

Hi =3° h= 4.9 feet, Zo =33 feet, A 0 = 1130 square 
feet, yo — 12.7 feet. 

We find that 

1 =35-5 feet. 

Computing the value of A 

A =A 0 lh = 1298 square feet, 

and solving for y with the factors from above and using 
A —1298 square feet for the denominator, we obtain 

y = 13.3 feet. 

Joint No. 3, Flood Conditions 

The same conditions apply to this joint as for Joint 
No. 2, so that the same equations will have to be used. 
In the equation for l. Series C, the factors that change have 
the following values: 

, 4 0 = 1153 square feet, H = 50 feet, h = 10 feet, 
h = 25 feet, and yo — 11.6 feet, 
and by substituting them in the equation, completing the 
square, and solving for l, we will obtain 

2 = 29.5 feet. 

Using the equation for A w T e find its value to be 
A = 1426 square feet. 

Similarly, using the equation for y t with the new values 
for the variables as indicated above we have, 

y=i2 feet. 
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Joint No. 3, Ice Conditions 

Using the same equation here that was used for Joint 
No. 2 (Stage II Series D) under ice conditions with the 
factors taking the following values: A 0 = 1298 square 
feet, H 1=40 feet, h -10 feet, 43=35.5 feet, and j’o = 13.3 
feet, we obtain the following value for l: 

l =40 feet, 

while the use of the same factors in the determination 
of A gives 

A =1676 square feet, 
and y is found to have the value of 


y — 14.5 square feet. 
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Joint No. 4, Flood Conditions 
Using the same equations (for l, Series C, Stage II) to 
determine l, A, and y, but with the following values 
for the variable factors, A 0 = 1426 square feet, H = 60 feet, 
h — 10 feet, /o = 29.5 feet, and y 0 = 12 feet, we find that 
/ = 35 feet, A —i 749 square feet, and >• = 12.7 feet. 

Joint No. 4, Ice Conditions 
The same equations (Series D for l) will be employed 
here as in determining the values at Joint No. 3, with 
the following values: Ao = 1676 square feet, H 1 = 50 feet, 
h = 10 feet, k —40 feet, and yo = 14.5 feet. 

These give Z =45 feet, A =2101 square feet, 7 = 15.9 
feet, and £ = 6.8 tons per square foot. 

Joint No. 5, Flood Conditions 

With the same equations for l, (Series C) A, y, and p, 

the values of the variables in which have become; Ao = 1749 

square feet, H = 70 feet, h —10 feet, l 0 =35 feet, and y 0 = 12.7 

feet, we obtain 1= 42.2 feet, ,4 =2135 square feet, 7 = 13.9 

feet, and p — 7.4 tons per square foot. 

The value of y = 13.9 feet, and of l =42.2 feet, establishes 

the fact that at this point, since - = 14.1 feet, the resultant 

3 

pressure for reservoir empty has passed outside the middle 
third by 0.2 foot. It would seem proper, therefore, to 
determine the value of q, the maximum pressure at the 
heel, to see if the limit of pressure has been exceeded, due 
to this excursion of the resultant beyond the middle third, 
and the formula to be employed would be 

2 W 
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which is a modification of 


Using the former equation and substituting the appropriate 
values, we find 

q = 7.46 tons per square foot, 
which is well within the limits prescribed. 

Joint No. 5, Ice Conditions 

Repeating the use of the equations (Stage II Series D, 
for t) applied in solving for Joint No. 4, and using the values; 
Ao = 2ioi square feet, Hi = 60 feet, h- 10 feet, lo = 45 feet, 
and ^0 = 15-9 feet, we obtain 1 = 50.6 feet, A =2579 square 
feet, 7 = 17.5 feet, and p = 7.4 tons per square foot. 

It should be noted here that while the flood conditions 
gave a value to y for Joint No. 5, which showed that the 
resultant, reservoir empty, fell outside the middle third, 
the ice conditions indicate that the resultant lies within 

l 

the middle third 0.7 feet, since - = 16.8 feet, and 7 = 17.5 


the ice conditions do not. This will make it necessary to 
use the equations coming under Stage III for the flood 


Joint No. 6, Flood Conditions 
The following equation under Stage II] 
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In the above expression the factors take the following 
values. Note that h is here made 20 feet. A 0 = 2135 
square feet, H = 90 feet, h = 20 feet, 4 = 42.2 feet. 

Substituting these values in the above, completing the 
square, and solving for l, we obtain 

1 — 66 feet. 


while A is found equal to 3217 square feet, and 
Max. p = 7.1 tons per square foot. 

It is, of course, unnecessary to determine y here, since 

l 

its value has been established as -. 

3 

It is necessary, however, to determine the value of 
i, -which represents the amount the back face has to be 
battered in going from Joint No. 5 to Joint No. 6, Using 
the following equation, in which all the quantities are 
known, we have 


2A0G -3^0) ~ W 
6A0 -\-hi2l0-\-l) 


=4.3 feet. 


Joint No. 6, Icb Conditions 

We will again use the equations employed in solving 
ior the quantities under Joint No. 5, using the values 
Aq = 2579 square feet, Hi =So feet, h = io feet, 4 = 50.6 
feet, and ya = 17.5 feet. 

There follows from these values 1 = 62.4 feet- A =3709 
square feet, y - 20.8 feet and p — S. 7 tons per square foot. 
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Joint No. 7, Flood Conditions 

Using the same equations for Joint No. 7 that were 
employed for Joint No. 6, but increasing the value of h 
to 30 feet, we obtain from the following values of the 
factors, ^0=3217 square feet, H = 120 feet, h =30 feet, 
£0 = 66 feet, the quantities, 1 = 92.5 feet, A = 5595 square 
feet, p = 8.8 tons per square foot and t = 1.5 feet. 


Joint No. 7, Ice Conditions 


It will be noted that at Joint No. 6, the value of 

y — 20.8 feet is just equal to - = 20.8 feet. 

3 3 

In consequence of this, it will be necessary to take a 
value of y for all successive joints equal to to prevent 

the resultant, reservoir empty, from passing beyond the 
middle third. This compels the use of Stage III, under 
Series D, which will produce a batter in the back face, 
and the following equation will therefore be employed: 



J 2 + 


2 At 


7 _Hi 3 +6ra! 

JiA 


Here ^0=3709 square feet, H 1 = 110 feet, h — 30 feet, 
£0 = 62.4 feet, which, if substituted in the above, give 

£=85.6 feet, 

while A= 5929 square feet, p = 10.1 tons per square foot, 
and i = 2.0 feet. 

Down to Joint No. 7, two cross-sections have now been 
developed side by side, one for Flood Conditions and one 
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for Ice Pressure, but it will be noted by reference to the 
table of results, and to the profile, that to and including 
Joint No. 5, the length of each joint under Ice Pressure 
has exceeded the length under Flood Conditions, and that 
at Joint No. 6, the difference is only slightly in favor of 
the Flood Condition profile. As a consequence, down to 
Joint No. 6 the section that must be used is that estab¬ 
lished by Ice Pressure formulae. We must, therefore, in 
examining Joint No. 7, for Flood Conditions, use values 
for area, weight, etc., which represent the values of the 
Ice Pressure profile, and not values from the Flood Level 
profile. This in effect amounts to investigating Joint 
No. 7 and its successors, whose length has been deter¬ 
mined by Ice Pressure formulae, by the equations applying 
under Flood Level Conditions, and where the latter de¬ 
velops a length of joint in excess of that determined by Ice 
Pressure the greater length will be used. 

We will first complete the cross-section under Ice 
Pressure by examining Joints No. 8, 9, and 10, each of 
which is 30 feet below the next above, and in each of which 
the same formulae apply as in Joint No. 7. The results 
alone are given. 

At joint No. S, Ice Conditions 1 = 108.6 ft., A = 8,842 sq. ft., #= 11.9 tcst, 1= \Jt ft. 

“ “ ** 9, “ “ 1=131.6 ** A =11,445 ** “ " tmrnS ** 

“ “ “ to, “ *' l =155-1 ** A »16,745 ** “ #“*$.7 “ f **®JS *' 

Joint No. 7, Flood Conditions Combined with Ici 
Pressure Profile above Joint No. 6 

Proceeding now to investigate Joint No. 7, under 
Flood Conditions, with the Ice Pressure profile above Joint 
No. 6 providing the values of the factors to be used, and 
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employing the formulae under Stage III, Series C, we 
find, using Aq =3709 square feet, # = 120 feet, /z= 3 q f ee t, 
and Iq =62.4 feet, 

7 = 82.9 f ee b A =5889 square feet, 

P — 10.3 tons per square foot and 7 = 1.2 ft. 

But a comparison of these results with those obtained 
for the same joint under Ice Pressure shows that the 
latter, being larger, controls the length of joint. 

Joint No. 8, Flood Conditions Combined with Ice 
Pressure Profile above Joint No. 7 

Similarly, for Joint No. 8, we must employ the factors 
resulting from the Ice Pressure profile in the solution of 
the quantities in the Flood Conditions. These factors 
become .4^ = 5929 square feet, # = 150 feet, h=3o feet, 
and k 1 = 85.6 feet. 

From which we derive, by the use of the same formulae 
employed under Joint No. 7, the following: 7 = 111.2 feet, 
A =8881 square feet, p = n .6 tons per square foot, and 


qu 

those determined by the Ice Pressure formulae, so that the 
former must be employed. In other words, Z = 111.2 feet 
is used in the profile instead of I = 108.6. 

Joint No. 9, Flood Conditions with Ice Pressure 
Profile Combined 

The factors to be used are those just derived, A® = 8881 
square feet, ff = ito feet, k =30 feet, and 4 = 111.2 feet. 
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From which we obtain with the same formula;, l ~ 138 
feet, .4=12,619 square feet, £ = 13.3 tons per square foot, 
and t = 1.6. 

Here again the values of the above quantities are 
greater than those determined by Ice Pressure formulae, 
so they must be used. 

Joint No. io, Flood Conditions with Ice Pressure 
Profile Combined 

The factors are H 0 = 12,619 square feet, H = 220 feet, 
h =30 feet, and Z 0 = 138 feet; whence, 1 = 161.9 feet. .4 = 
17,119 square feet, £ = 15.4 tons per square foot, and 
i =0.3 foot, which values are again in excess of those obtained 
from the formulae for Ice Pressure. 

In order to check the above calculations by the graph¬ 
ical jnethod, there is submitted in tabular form 


Quantites for Graphic Solution 


! 

i 

| 

Water 

Units. 

1 

j Water Units 
ia Toes.* 

I 

w ... 

1 

I 7 .U 9 X- 

3 


j 

1250 

Water Pressure. 

.«! 

21<$ a 

2 ; 

22,050 

j 705 

Upward Water Pressure.. . 


! 

162X210^2 , 

1 X s35 ; 

j 2 3 ! 

11 , 34 ® 

j 354 



; 47,000 

752 

23-5 



j 62.5 i 

Resultant.. 




I 1130 


* Multiply 62 .s Ja&o Water Units to get pounds, or by ,031*5 for toss. 




































m«rv*! 








f - ^ ‘ * 7 -' Bridge Dssi. 

s^uin|st:c'i3 that the h;—et 










' Xtoltog® Weil 

cross-section AT TOP 

tf'fllllf I'Tlf III I* Ilf 1l * IlIlP 14 * 

% ..t i m . 

Wm. «s. 


taken to ascertain the probable effect on the stresses, of 
the large, stream flow passageway in the lower part of the 
Olive Bridge Dam left open during construction and sub¬ 
sequently closed with concrete; also the effect, in the case 

of the Kensico Dam, of the lower portion’s cracking longi¬ 
tudinally, due to temperature changes during construe- 









teen, Timi cacMsg was assumed to take place so as to 

-iMie the lower portion into three parts that would serve 

a, * \r* >• 1**. t ;r , supporting blocks for the portfo-n 
a! mm. The stresses that would probably result in t *ac!i 


* ' tet 1 * ' give no cau.se for concern. 












CHAPTER VI 


WEIR OR OVERFALL TYPE OF DAM 

In the following pages the development of the cross- 
section for the overfall, spillway, or weir type of dam will 
be considered, the function of which type is to permit the 
flow of water over the top, or “crest.” This class of 
structure may serve primarily either of two purposes: 

(1) To make accurate measurements of the discharge 
over the crest, the weir being, in that case, called a 
“ measuring weir.” 

(2) To allow surplus water to escape from the side 
of a canal or reservoir, the weir being then styled a “ waste 
weir ” or “ spillway.” 

The same structure may, however, serve the double 
purpose at one and the same time, as, for example, where 
the flow over a spillway dam is gaged. 

In the first case, the discharge capacity per unit length 
of weir crest is known in terms of the depth or head of 
water on the crest, 'while in the second case, the discharge, 
usually a maxlsiiain,, Is either known or assumed, and the 
length of wear necessary for a given head or allowable range 
in head is thereby determined. 

Among the many proposed, the simplest form 
of expression for weir discharge is the Francis formula, 

90 
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which show's the relation among those factors entering 
into the evaluation of the discharge, as follows: 

Q = CLH* 

in which 

Q * volume of discharge per unit of time; 

C **an empirical coefficient; 

I,*length of weir (corrected for end contractions, if any. 
of the issuing sheet); 

If «tiead on the crest corrected for the effect of velocity 
of approach. 

ft is unnecessary to give here more than passing con- 
sideration to the subject of the hydraulics of weirs in its 
various phases; the reader is referred for fuller discussion 
to almost any work cm hydraulics, but especially to' war 

experimentation. * 

As it is impossible to predetermine exactly the dis¬ 
charge that is to pass over a waste weir and as allowance 
must always be made for unusual storms or floods in 
providing a length of crest in any given case, a knowledge 
of the -precise discharge capacity of the waste weir wifi 
he of less importance than Is the case erf a measuring weir. 

Nevertheless, In addition to the question of spillway 
length to be provided, there remains the problem erf amviog 
m a proper form of fay the stnaefeue* This 

tatter may be determined from a knowledge of the dis¬ 
it be inexact, since it leads to approx- 
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down-stream exerted on the masonry. Repeating cycles of 
first entraining air, then exhaustion, and then readjust¬ 
ment, coupled with the consequent changes in the imping¬ 
ing sheet lower down the face, produce the vibrations 
above referred to. 

The danger from these lies in the possibility of action 
in an up and down-stream direction and of acting sym¬ 
pathetically with the structure’s rate of vibration, in 
which case the cumulative effect might lead to the ultimate 
destruction of the dam. 

The smooth face fitted to the curve of fall would 
prevent the water suddenly leaving it at any point. Fur¬ 
thermore, the insurance against the formation of a vacuum 
between the face of the dam and the water sheet may¬ 
be accomplished by so proportioning the face of the dam 
that the cross-section would extend well into the water 
sheet throughout its entire extent. 

Fanning * recommended a down-stream face of the 
weir, “ slightly more full than the parabolic curve which 
the film of water at two-thirds depth on the crest tends 
to take,” in order that the overflowing water might not 
lose contact with the masonry at any point. The foot 
of this curve should be joined with the river bed by a 
vertical curve of approximately 100 feet radius, f (Fanning) 
tangent to the face curve and to the river bed. He further 
indicated how the above face curve, thus forming what 
is known as the ogee cross-section for high weirs, may be 
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resolved into steps, for the purpose of breaking the fall of 
water into a number of smaller falls. The steps “ kill ” 
acceleration of the falling sheet. It is obvious that the 
force of the falling water in such modified section is con¬ 
strained to act in a vertical direction. The “ steps ” 



should be so proportioned that they will project well into 
the under surface of the sheet. Figures 19 and 20 illus¬ 
trate, respectively, these 'ogee and stepped types and are 
cross-sections of recent structures built for heads not much 
over 5 feet. It may be noted that the tops are smooth 
curves in both types of section, that is, stepping should 
not occur until the sheet is well over the crest. The 
stepped type serves where high velocities at the down- 
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stream toe are objectionable. In the matter of construction, 
face stones should be set on edge radially with respect to 
the curves of the face, especially at the foot. In a con¬ 
crete structure, hard stone is often thus,embedded at this 
lower portion to resist erosion. 



A parabola can be determined to fit the shape of the 
falling sheet and extend just inside its lower surface, or 
nappe , as the French term it. 

First. General formulas for design Eqs. (2) and (3) and 
Eqs. (9) and (10), will be derived, as has been done for 
the gravity dam, in Chapter III, and 

Second. Consideration will be given to the shape of 
the nappes and the determination of a value for the par¬ 
ameter of the parabola, appearing in the general formula* 
as a factor. 
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Pormuub for Design. 

Spillway Dam, 

Derivation. In Series P> Formulae for Design, Stage 
II, page 67, there appears cm expression by which a trap¬ 
ezoidal cross-section for a spillway dam may be calcu¬ 
lated. From the preceding discussion it is evident that the 
manner of determining the shape at or near the top re¬ 
quires a more detailed treatment; but the formulae of Series 
F are sufficient for fixing the cross-section lower down. 

One method would be to round the top of the trape¬ 
zoidal section in a practical way to suit the case in hand 
after comparison with crests of approved existing struc¬ 
tures, knowing their discharge capabilities. The structures 
of Figs. 19 and 20 were designed according to this method. 

In the following, however, a general parabolic section 
is derived, corresponding to Stage I, or the rectangular 
section, of the series of formula for design heretofore 
given and following the identical principles. 

As the shape of the parabolic section is fixed by the 
falling sheet of water, there being no possibility of ice 
thrust during overfall, and as ice thrust near the top, 
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for overfall conditions 
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As before, the middle third limit, for center of result¬ 
ant pressure on any horizontal joint, will be retained. 

Likewise, for any given case, the terms or factors 
expressing other than the imposed conditions of loading 
ust be equated to zero. 
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Cases may arise where the highest head of water over¬ 
topping the dam does not provide the critical stage for 
stability, due to a rapidly rising backwater with the in¬ 
creased discharge. Such must be especially investigated 
for determination of the critical head. 

In addition to the nomenclature given in Chapter 
III, p. 31, et. seq., the following designations, in connection 
with Fig. 21, will be employed: 

b' = vertical distance from the water surface in the res¬ 
ervoir down to the theoretical crest of spillway 
when the crest is overtopped. 

kb' = vertical distance from the water surface down to 
the actual crest of. spillway when overtopped. 
(kb' = b, of Chap. III.) 

k =0.888 (Bazin). 

k'b' = horizontal distance between the vertical line through 
the crest (crest line) and the up-stream vertical 
face. 

k' =0.25 (Bazin). 

X =any abscissa (vertical) of the down-stream face of 
spillway. 

Y= ordinate (horizontal), corresponding to X, origin of 
rectangular co-ordinates being at the actual crest. 

Y 2 =Kb'X, equation of the parabolic, down-stream face 
of the spillway cross-section, with respect to the 
vertical, X axis and the horizontal, Y axis through 
the actual crest. (Kb' is the parameter of the 
parabola.) 

K =the constant (considered later in this chapter) de¬ 
termining the parabolic face, above, so that the 
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curve shall extend within the falling sheet of 
water. 

K =2.2$ has been used.* 

y r =the ordinate to the centroid of'the parabolic seg¬ 
ment of the cross-section above any joint at dis¬ 
tance X below the origin. 

Area of segment =|XY, down to any level X below 
the origin. 

Overfall, or Flood Level Design (No Ice). 

In connection with the following, see Fig. 21. 

Overturning moment due to: 

(a) Horizontal static water pressure on back (head=/ti). 

(b) Upward water pressure on base; pressure intensity 
decreasing uniformly from cH r ox c(/n+/>„) r> at heel to 
zero intensity at toe. 

(c) Mud (liquid) pressure on back (head h 2 ) as before. 

(d) Dynamic pressure of water, Dy. 

(e) Water flowing over top of dam, weight of water 
of depth b, on top of dam being neglected. 

For condition of no dynamic pressure, D= 0. 

For condition *of no upward water pressure, c = o. 

For condition of no mud (i.e., mud being replaced by 
water) make h 2 =0, hi =H. 

As in the previous deductions, the fundamental equa¬ 
tion for length of joint, l, is 

l=u+v-\-y t 

M 

or l =u+ jl +% 

* Mr. Richard Muller in “ Engineering Record ” of Oct. 24, 1908. 
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in which 


+“(2/12 +^1 “&&0 

4. r(/ti __ c(foi +fea) 

+ L, 6A 6A 




-aw+bi 

3A 2 A 





In deducing the expression for A, or the total area 
of the cross-section above the joint l, the top will be con¬ 
sidered horizontal up-stream from the crest line. 

A **k'b'(hi A‘h%~-kb') -t-^a — kb’) V Kb'[hi ~\-l12 — kb 1 ) 


or 


A **'1 (hi — kb f ) (k’b 1 -b2 0 1 

U J. and 1-W + VKVihi+hi-kb). 

3 

(This expression for l may be more conveniently held 
for the last substitution in derivation.) 

y may be derived by taking static moments about the 
up-stream edge of the joint l, as follows: 


^■^“(/n+Aa—**o+ac*i+*a—fcfro o—fe'Aorso—*'&') +*'*>'] 

2 

ym +hi _ jy,.) + |( fcl +h 3 ~kb'j(l-k’b') 

whence 

kV l3 l 2 kV(k'b’+2l)+sP 

M 

Substituting the above values for u, y, —- and A in 

the fundamental equation for l, and reducing, gives 
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- W + {hi +h) [ak'b'lA + (?A ~ 6c) f 2 +18 {kb ') 2 -3 (A»'b')a A 

-*HO+hM] + .H/JA,+*6^7,7* H- 7 P A 


General Formula: 

By substituting in this lust expression values of / anc 
l 2 involving K, as suggested above, and reducing, gives 

— 6 hi B -f {hi 4-&2) 2 (7 A — 6 c)Kb' 

+ {hi +hz){ 2 k'b'[{BA — 6c) vKb'Ui t • 1 InT^W) 

4-3 {A~~c){k'b')] ~-ak{h') 2 [{jA - % \c)K ■ nk] 

— i&{D+hih<2)} -i6kk'(h'y Ji A VKh'dn \ k v kb') • 

r 

+ 18M2H-fcb'[(6Af'6') a A -k{b') 2 (jI<A -1 aA*) - i8/)j . (*) 

Prom this General Pormula, Pep (i), lb ere may be 
derived directly Eqs, (2) and (3), formulae for the parabolic 
cross-section corresponding to those for the rectangular 
cross-section presented in “Series F, Stage I, Cases (1) 
and (2) ” of Chapter ITT, p, 66. 

Case (1). Condition In-‘if; hz-o t or no mud, H, 
to be determined, underlined in Pq. (2). 

6// 3 +JfP{6c - 7 A)A7/ 

4-H (aW^c-SA) VKb'Uf «--W) 4.3 (c ■ A)k'b'] 

- 2k{b') ,2 [{zc - 7 A)/v 4-gAi] + iHI)} 

+ i 6 /riri( 6 ') 2 A VKb'Ul r kb f ) nkb'liW - A(*'*')»A 

- k{b f ) 2 {i2k~ 7 KA )] . .. 
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Case (2). Condition hi of known value, hz, to be 
determined, underlined in Eq. (3). 

6h2 3 (~^j -\-{h2-\-hi) 2 {6c - 7 A)Kb' 

- J !~(h2- J rhi){2k f b'[(6c — 8A) VKb'Qiz+hi —kb) 

+3 (c - A) k'b'] -2 k(b'm 3 c - 7 A )K + 9 « 

+1 8 (D +hzhi )} + iShzD +1 6kk' (b') 2 A VKb'(h 2 +hi - kb') 

= kb'[i&D-6{k'b') 2 A-k(b') 2 (i2k-7KA)\-6hiS } . . (3) 

It will be noted that the unknowns, in Eqs. (2) and (3) 
above, are H and hz, respectively, and that the known 
terms or factors are recurrent, and in any design need be 
substituted but once. 

A convenient method of using either of the above Eqs. 
(2) or (3) is as follows: 

(1) Substitute chosen values for the known terms, 
according to assumptions and conditions, and reduce. The 
right-hand member of either of the equations reduces to a 
number, the left-hand member (an expression of the third 
degree) to terms involving ,the unknown (H or hz) and 
numerical factors. 

(2) Substitute at least three successive trial values for 
the unknown (these values always positive) and compute 
the corresponding values of the left-hand side of the 
equation. 

(3) Plot a curve with these trial values for the unknown 
as ordinates and the values of the left-hand member cor¬ 
responding as abscissas. The ordinate corresponding to 
the predetermined value of the right-hand member will 
at once yield the correct value of the unknown. 
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Illustration of Use of Equations. Condition.— Hydrostatic 
water pressure on bach, with overtopping. Eliminating all 
but hydrostatic and overtopping factors in Eq. (2), above, 
gives, as a result, Eq. (4), following: 

6 H 3 - >?Kb r H 2 A ~H{ 2 k'b'A[sVKb'(H-kb') + 3 &' 6 '] 

- 2k{b') 2 {>jKA - 9 k )} +i6kk'(b')*A VKb'(H~kb') 

= h(b') 3 [h(yK A -12k) ~6(k') 2 A] .( 4 ) 

Eq. (4) will serve to illustrate the foregoing remarks, 
using the numerical coefficients for k, k' and K, respectively, 
0.89, say; 0.25; and 2.25. Substituting these values in 
Eq. (4) and reducing, gives an expression in terms of 6', 
A, and H, the last, the unknown to be determined, as 
follows: 

#3-2.62 5 b f H 2 A -#{6'A[fV^6'(#-0.896') 

+0.06256'] -(6') 2 (4-672 5A-2.3763)} 

+0.5933 {b ') 2 aV~ 2.2 $b'(H -0.896') 

= (6') 3 (2.o236A-1.4099).(5) 

•Eq.* ($), then, contains Bazin’s coefficients * and a 
constant, fixing the parabolic face that will determine a 
cross-section presumably acceptable as to flow conditions. 
The conditions of stability down to the depth of water, H, 
on the base at that depth, is that of the “ middle third 
limit,” for the resultant pressures on the joints at and 
above that base. The loading conditions, for simplicity, 
comprise only those of horizontal static water pressure 
on back and ‘ ‘ overtooomv. ’ ’ 
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Assuming a head (&') on the theoretical crest of 20 
feet and A =2.24 and inserting these values in Eq. (5) 
gives 

H 3 — i 17. 6H 2 — (29.867V 45 (H — 17.8) — 3139.720)# 

+ 531.623-^45(^-17.8) =24,984. (6) 

Preliminary to the prosecution of a solution of Eq. 
(6), it will prove convenient to calculate and plot a curve 
for the value, V ^ H - 17.8), for different values of H , 
ranging from 18 to 100 in this case. The smooth.curve 
resulting can be used in the subsequent assu mptions for 
“trial” H ' s, to pick off corresponding values of — 17.8) 

for entry in the left-hand member of Eq. (6). This factor, 
V45 (H -17.8), is useful in indicating at once the lowest 
positive value that may be assumed for H . In the case 
here given Ii cannot have a positive value less than 17.8. 

Without reproducing the curves, the results of the 
trial values of H , assumed, together with the correspond¬ 
ing values of -17.8) obtained from the prelim¬ 

inary curve are contained in the following table, for the 
case here under consideration: 


Assumed 

B. 

V 45 (H-17.8). 

Left-hand Member 
of Eq. (6). 

95 

58.8 

- 40,325 

100 

60.8 

— 11,678 

105 

62 .6 

+ 27,425 


From the curve (plotted with the assumed values of 
H in the first column, and the corresponding numbers of 

the hunt library 

__ imoTITIITC nc TPf 


114 


HIGH MASONRY DAM DESIGN 


the. third column of the table, as abscissas and ordinates, 
respectively) the ordinate, of value +24,984, of Eq. (6), 
gave as its abscissa, a value of H equal to 104.7 feet. That 
is, this dam may be extended as a “ parabolic section ” 
down, until the head of water on its base becomes 104.7 
feet, with a head of 20 feet on the theoretical crest. The 
distance below the actual crest would be H—kb' = 104.7 
— 17.8 =86.9 feet. 

(It may be said at this point that an investigation for 
positive roots of Eq. (6), between 18 and 25, for values of 
H, results, for the left-hand member of that equation, 
in decreasing values, as H varies from 18 to 25; below 
18, the root would have to be negative. 

The factor V(H- 17.8)45 indicates an imaginary quan¬ 
tity at this stage.) 

A dam of the above type and subjected to the assumed 
conditions, would therefore reach the limit of stability 
contained in the expression “the middle third limit,” 
at nearly 87 feet from its crest. 

This result may be checked by use of the formula for 
investigation, i.e., calculate the position on the base of 
the center of pressure for 20 feet head on the theoretical 
crest and base of parabolic section 84.7 feet below that 
crest. Making the proper eliminations and substitutions 
to suit the parabolic section in the first formula for in¬ 
vestigation of Chapter IV, p. 70, there results: 

... 

6AA ' ' ' ( ba > 

The area A may be expressed in terms of Z, as follows: 

A=%(H-kb')(k'b' + 2 l) . ( 6 b) 
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Whence, from (6a) and (66), there is obtained: 

7 H 3 - J r(kb') 2 ( 2 W —3H) 

u - l ~y 2 (H-kb’)(,w+2i) a ' ■ 


Substituting in Eq. (6c) the values: 

(H — kb') =86.9 feet; 

l=k'b' + VKb'(H~W) =67.5 feet; 
H = 104.7 feet; 


A = 2.24; 

k'b' 3 l 2 

^ 4 4(fe / b / +2/) 

l-y =41.84 feet, 


= 25.66 feet; 


(6c) 


there results, after reduction, 

u =41.8 — 19.4 =22.4 feet. 

. But - = 22.5 feet, which is a sufficiently close agree- 
3 

ment. 

To continue the cross-section below a head of 104.7 
feet, or the foot of the parabolic section, recourse must 
be had to Formulas of Design, Series F, Stage II, (6), 
or, in case an ice pressure cross-section is being calculated, 
similar formulae of Series E, Stage II, et seq., apply. 

Ice Pressure Design. 

The formulas now to be derived are similar to those 
of Series E, Stage I, of Chapter III, with the same con¬ 
ditions governing for that series, as to loading, that is: 

(а) Horizontal, static water pressure on back, (head hi ); 

(б) Ice pressure at surface of water, ( 7 >); 
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0 c) Upward, water pressure on base ; 

(d) Mud ( liquid) pressure on back (head /t 2 ), 
commencing at distance h,2 above joint in question. 

In the fundamental formula for l, M here differs from 
the value given in the preceding consideration, in that 
the overtopping effect and, consequently, dynamic pres¬ 
sure, are here supplanted by the effect of the ice pressure, 
which will be referred to the top of the dam, in location, 
by the vertical distance a\. This reference will in turn 
change the expressions for A and l, of the parabolic section. 

The procedure, otherwise, remains the same as for the 
overfall condition. 

There follow: 

^-^[(>*1 +h2)(3hih 2 +6T+cl*)+h 1 °+£hf] ; 

A +^2 -\-a\)(k'b' -\-2t ); 

W(W+ 2 /)+ 3 Z2 

y 4 (k r b'+ 2 l) ’ 

l 

u =-. 

3 

M 

Substituting these in l=u+^L. y f and reducing, gives: 

Jx 


6 hi 3 -{-(hi +h2)[iShih2 +36 T +3 (2C+3 A)l 2 

-A(k'b'+ 2 l)(&l- 3 kV)] = 

r 

--Aai[gP-(k , b'+Qt)(Sl- 3 k'b% . 


* M 
* * $ 




f s 1 > t j 


•!$£ 

r 


e equation, l—kb -\-vKb'(hi-\-h2-\-ai), applies here, 
.bstituting this expression for l , together with its square 
in Eq. (7) and reducing, gives Eq. (8), whence two cases, 




Ht 
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previously formulated for the overflow condition, follow 
directly. 

Eq. (8) is: 

6 hi 3 -\-(hi+h 2 ) | 18M2 

+36T+ 6c(kV+k'b'VKb'(hi +fe+oi)V 


-At r-Slj- +1 )[6(fc'b') 2 + 16 k'bWKb'Qn +h 2 +a:) 

\ni-jrh2 ) 

-\- h ]Kb'{hi+h2-\-ai)] | =— 1—~~ .(8) 

From Eq. (8) may be obtained: 

Case (1). Condition, hi=Hi\ ^2=0, or no mud. Hi 
to be determined. 

6Hi 2 +36r+6c/fe'6'+fe'b'Vif6'(H 2 +oi)Y 

—A +i'j[ 6(k'b') 2 +i6k'b' VKb' (Hi+ai) 

+7X6'(Hi+Oi)]=o.(9) 


Case (2). Condition, hi of known value, /1-2 to be de¬ 
termined : 



18^2^1+367" 

y/Kt/fa+hi+ai) 


hz ~{~hi 


cV6(fe'6') z +i6fc‘ 'b'VKb'QH +hi +a : ) 
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To recapitulate: 

Eqs. (2) and (3) of this chapter are the working equa¬ 
tions for the overfall design; Eqs. (9) and (10) for the ice- 
pressure design. To continue design for overflow conditions, 
use formulae of Stage II, ( b ), et seq., of Series F, and to 
continue ice-pressure design, use formulae of Stage II, 
ct seq., of Series E, of Chapter III. 

After a section has been finally determined, it may 
have fitted to it circular curves of suitable radii, or tan¬ 
gents, to simplify construction. 

A radius equal to the maximum head, with center on 
the crest line, often proves suitable for first trial near 
the crest, down-stream. Further adjustment of the upper 
part of the parabolic face curve, just down-stream of the 
crest, is also often advantageous. Here, a little cutting 
away of the curve by appropriate curves of longer radii, 
where the general direction of the lower nappe of the water 
sheet is nearer the horizontal than lower down, will tend 
to increase the flow. There is less chance of serious results 
from slight vacuum formation at this point than further 
down, and, besides, the tendency to vibration from such 
a cause would be in a vertical direction, more or less, with 
no serious consequence to the structure. Care, however, 
should be taken that the adjusted curves should be smoothly 
continuous and follow the sweep of the parabolic face, 
entering the sheet without abrupt change at any point, 
so that the falling sheet of water would take its further 
course without violence. 

For a low dam, the parabolic curve down the face 
may he replaced by a tangent to the curve at a point 
where the water is well on its more vertical course. 
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The probable path of the sheet of water should always 
be studied in connection with any design. 

If the lower portion of the face is stepped, the study 
concerns the flow upon and from each step. The para¬ 
bolic face or ogee dam is of advantage in this respect, 
as a preliminary study of the stepped cross-section, since 
it shows the minimum sized shape for stability, upon 
which the steps may be arranged to suit the flow. In this 
connection, compare Figs. 19 and 20. 

Sufficient masonry should be placed just down-stream 
of the toe, depending, to great extent, upon local con¬ 
ditions. The least thickness of this masonry, other con¬ 
siderations being equal, may be approximated by ascertain¬ 
ing the probable depth of back-water just below the dam, 
after the velocity is reduced, beyond the shallower dis¬ 
charging sheet.* The difference in head between the upper 
surface of the sheet and the level of the water of greater 
depth further down-stream could cause an uplift if the 
head becomes active beneath the toe protection. The 
thickness of the protection masonry should be at least 
sufficient to balance this head by the weight of this 
masonry. 

The force of the flow from the toe is sometimes broken 
up by masonry baffles; or the discharge into the still 
back-water below the dam, the presence of which is pro¬ 
vided for the purpose, may be so directed by the curve 
of the dam face that the same object is attained. 

* In this connection see paper on “ The Hydraulic Jump in Open Chan- 
Flow at High Velocity,” by Karl R. Kennison, in Proc. Am. Soc. of 
E. for Sept., 1915- 
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Shape of the Falling Sheet of Water. 

Spillway Dam. 

A study of the water sheet, besides outlining a proced¬ 
ure, will indicate its possibilities and limitations—limita¬ 
tions to the procedure because the available data are not 
so' satisfactory or complete as might be wished with 
respect to their application to the purpose in hand. 

Most investigators have concentrated almost wholly 
upon determination of the discharge, the question of the 
shape of the water-sheet receiving comparatively little 
attention, except incidentally to the effect of its fluctua¬ 
tions upon the value of the discharge. An attempt at 
an approximation, only, can be made in this study, which 
will be based largely upon the results of M. Bazin’s re¬ 
searches.* 

M. Boussinesq,f in an account of his investigations, 
in 1887 emphasized the importance of the relation of the 
shape of the under side of the sheet to the contraction 
of the sheet at the crest, he making it the basis of a new 
theory of flow over weirs. 

So M. Bazin, with great care, determined the profiles 
both of the upper surface and the lower surface of the 
sheet for two sharp-crested weirs, one 3.7 feet high and 
the other 1.15 feet high for heads varying from 6 to nearly 
18 inches. 

By reducing the co-ordinates of the curves of the upper 

* Bazin, H. “Experiences nouvelles sur l'dcoulement en ddversoir, Annales 
des Ponts et Chaussdes, Mdmoires et Documents,” 1888, 1896. See also 
translation by Arthur Marichal and J. C. Trautwine, Jr., ProC, Engineers’ 
Club of Philadelphia, Vol. IX, No. 3 and Vol. X, No. 2. 

f “ Comptes rendus de l’Acaddmie des Sciences,” July 4, 1887. 
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Nappes for Vertical Weir - 

i! « Inclined Weir__ 

rig. 22 


Fig. 22 and Fig. 23, 






122 


HIGH MASONRY DAM DESIGN 



























HIGH MASONRY DAM DESIGN 


123 


to the right, or down-stream, and negative up-stream; 
the ordinates, y, positive upward from the crest level and 
negative downward. 

These co-ordinates refer only to the curves of the 
nappe, and not to the face curve of the dam. 

Ordinates for the shapes of the nappes as tabulated, 
likewise are vertical and positive upward; abscissae, hori¬ 
zontal and positive to the right, both referred to the 
sharp crest of the weir, or “ theoretical crest of Fig. 21, 
as origin of rectangular co-ordinates. 

The ratios in Table III, if multiplied by the head b' t 
in feet, will give the corresponding locations of points on 
the respective nappes, in feet, for a given case. 

The table gives the values, extended from tabulated 
values of Bazin from his profiles, and were used m plotting 

Fig. 22. 

The values for the higher weir were found to be very 
precise, by comparison of 18 different determinations. The 
final values are here given and are to be multiplied by the 
' head b f for any given case. 

The values for a weir whose crest is inclined downstream 
on a slope of 1 on 2 are also included. 

In addition to the shape determinations, the velocity 
and pressure heads in the sheet, at the contracted section 
of the sheet, were carefully found experimentally.* The 
velocities are plotted in Fig. 24 and curves were drawn 
through them. Their sensible parallelism is significant, in¬ 
dicating simple proportionality for different heads. These 


* M. Bazin, “Annales des Ponts et ChaussSes, Mdmoires et Documents,” 

1890. 
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velocities were determined for a sharp-crested, vertical 
weir, 3.7 feet high, with six different heads, ranging from 
5.9 to 15.75 inches. As in the preceding experiments, 
the observed factors were found to vary proportionately 
with the head. 

The purpose of this study is primarily to establish, 
for the general formulae of design, preceding, a value for 
the parameter of the parabolic down-stream face of the 
weir, encroachment within the water-sheet to be assured. 
For this purpose the water-sheet s lower surface must 
be traced, that is, the probable path of the sheet must 
be extended. The term “nappe” has been applied to 
the falling sheet; its application to the upper and lower 
surfaces of the sheet is also permissible. These may be 
called, then, the “ upper ” and “ lower ” nappes, for con¬ 
venience. 

The cases of vertical and inclined weirs depicted in 
Fig. 22 indicate the effect upon the upper and lower nappes 
of inclining a vertical, sharp crest down-stream. The weir 
shown in Figs. 19 and 20 should preferably conform to the 
lower nappe of the inclined weir, rather than to that of 
the vertical weir. On the other hand, high overfall dams 
usually have a vertical up-stream face, so, for this type, 
the nappe of the vertical weir of Fig. 22 should be em¬ 
ployed to shape the crest. As the formulae of design are 
general, with regard to the distance of the actual crest 
down-stream of the vertical up-stream face, and to the par¬ 
abola of the down-stream face, any condition may be cared 
for by such proper considerations of the flow sheet in con¬ 
nection with determining the parabolic parameter for a 
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As an aid to judgment, it may be stated that Bazin 
showed, from his experiments on sharp-crested weirs, both 
vertical and at various inclinations up- and down-stream: 

(1) That the thickness ^ of Pig. 21^ of the nappe 

over the crest diminishes as the weir is inclined down¬ 
stream. This diminution, barely perceptible for weirs in¬ 
clined up-stream, becomes much greater when we pass 
to weirs inclined down-stream. 

(2) For a given inclination of weir, — increases with 

0 

the head, b , or rather with the ratio of b' to the height of 
the weir. 

(3) Except for very low weirs, or weirs where the 
velocity of approach is more perceptible, the ratio of the 

height of the lower nappe to b' or the value of ^ (see 

Fig. 21) appears to be independent of the head b' for a given 

inclination of weir. M. Boussinesq also stated - to 

b* 

be a constant. 

(4) The thickness of the sheet measured over the 
summit of the lower curve (at the crest line in Fig. 21) 
increases from the greatest observed inclination up-stream 
to that of 1 on 1, or 45°, down-stream, beyond which the 
thickness diminishes. 

(5) For a weir of constant height, the ratio of the height 
of the lower nappe (b f -b, of Fig. 21) to V diminishes as 
the inclination of the weir changes from up-stream to down¬ 
stream. The ratio of its chord length to b' (the chord 
being measured horizontally from the " theoretical ” crest 
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(6) For weirs inclined up-stream, the inclination, al¬ 
though it modifies considerably the value of , has 

but little effect upon that of A which does not vary as 

much as 0.02 as we pass from a vertical weir to an up¬ 
stream inclination of 45°. For weirs inclined down-stream, 

however, y diminishes rapidly, and the curve of the sur¬ 
face becomes elongated as the inclination increases. 

Further experiments by Bazin on weirs of irregular 

section * indicated that, for different heads, j - the ratio y 

did not change very rapidly for the same weir, and that 
the ratio of the thickness, e\ of the sheet of water at the 
up-stream edge of the sill, to the total head, b , varies 
within very extended limits for weirs with sloping faces. 
This variation is due to three causes, as follows: 

(a) The “ width ” of the crest, or ratio of the head, 
b', to the crest width. For squared timbers, for example, 

the value — quite large for small heads, diminishes as the 
b n 

head increases, approaching progressively to that which 
applies to the nappe of a sharp-crested weir (“ in thin 
partition ”)• This influence ought naturally to be found 
again in weirs with sloping faces, the crest having a fixed 
width. 

(b) Inclination of the down-stream face. When slightly 
inclined to the horizontal it exercises an influence similar 

* “ Annales des Fonts et Cliaussees, M6moires et Documents,” 1898, 
2 me trimestre, pp. 121-264. 

t Heads from 0.1 -to 0.4 meter (3.9 to 15.7 inches). 
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to enlarging the crest and has the same effect in increas¬ 
ing the value of y. 

(c) Inclination of the up-stream face. The effect of 
this inclination, which modifies the contraction of the sheet 

of water at the passage of the sill, is to diminish y. 

These results for inclination of the faces * are analogous 
to those established for sharp-crested weirs; but it was 

observed that the values of y, instead of growing with the 

head, as for sharp-crested weirs, continue to decrease as 
for weirs of squared timber, thus fixing the influence of 
width of crest. From another point of view, it may be 
observed here that the effect of this virtual widening of 

e' 

the crest tends to increase the initial values of y, over the 

corresponding values for a weir of sharp crest, and these 
e' 

values of y with increase of head, b', tend to approach the 

values of y for a sharp-crested weir, hence a comparative 

diminishing of values of y as the head is increased, may 
result. 

From a further series of experiments, one set of which 
was upon a weir with a crest 15.7 inches wide and with up¬ 
stream face at a constant slope of 2 on 1, and a down¬ 
stream face inclination varying from 1 on 2, to 1 on 4 and 

t on 6, it was developed that the value of ~ remained 

. b 
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nearly unchanged and its value ranged between 0,87 and 
0.88. 

Weirs with faces joined by arcs of circles to a hori¬ 
zontal crest, and above all weirs with curved profile, con- 

duce to small values of p, but it should be remembered, 

in this connection, that the thickness e\ measured properly 
at the “ theoretical crest ” or where the sill is entirely 
replaced by an edge, is not at all comparable with that 
observed at the most elevated point of the lower nappe. 
On weirs where the crest is joined to the up-stream face 

„.—-*.**—*—— 

crest) reduces to below 0.80; but the crest is not then a 

thin edge. / 

Free nappes in “thin partition” give for — values 

ranging from 0.85 to 0.86. The foregoing, considered in 
connection with Fig. 2a, will, it is believed, indicate the 
effect upon the shape of the nappes of the inclination 
of the up-stream face, the breadth of crest, and the down¬ 
stream face slope near the crest. 

Although, objection may be raised against employing 
empirical data from observations of comparatively low 
heads for conditions that might obtain for high heads, 
it should be remarked that, as the head inereased, both, for 
the sharp-crested as well as for the irregularly shaped weirs, 
the variations of the relations approached better definition 
than for the low heads. Also, there should be noted the 
constant ratios that obtained in some of the phases out¬ 
lined. In the absence of more extended data, therefore, 
the several indications suggested above may be employed. 
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It will suffice to consider, for example, the sharp* 
crested vertical weir, in connection with Figs. 22, 23, and 24. 
The problem remains to extend the nappes, as plotted 
by Bazin’s co-ordinates, in terms of the head b r . In Fig. 
23 verticals through the tenth marks, from 1' to 7', have 
been drawn. 

The filament curve, OPJB, of the average velocity is 
then traced, its position in the vertical (the crest line) 
through the actual crest being first ascertained. 

An integration of each of the velocity curves of Fig. 24, 
between the upper and lower nappes and the vertical axis 
of co-ordinates to which it is referred, yields the discharge 
for each case (within about 5 per cent of the values obtained 
by the Francis weir formula, Each dis¬ 

charge divided by the vertical distances between the nappes 
at the section (Fig. 24) will give the value of the average 
velocity, whence its ordinate, or location above the actual 
crest, may be read from its velocity curve. This location 
was found to vary from 41 to 44 per cent of the water- 
sheet’s thickness, above the actual crest. The average 
for the six heads observed was found to be 43 per cent. 

The-value of the coefficient C in the formula for dis¬ 
charge, Q, given in Part I of this chapter, lies between 
3.40 and 3.50. The average was found to be 3.48 in the 
cases given. ■ H is taken upon the “ theoretical ” crest. 

As has been brought out, the ratio, h -~- (Fig. 21), 
is practically constant. The filaments passing the section 
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X—X'y Fig. 23, are sensibly parallel. Bazin demonstrated 
that the slight inclination in their direction did not affect 
the readings of the instruments obtaining the measure- 
mints of the velocities. Hence, we may proceed to lay 
off on each of the verticals i-i', 2-2', etc., 0.43 (1 * ) 

0>43 ( 2 - a '), etc., above the curve of the lower nappe. 
The sheet section lines, of which a-a' is one, are next 
drawn by making each pass through a point on a vertical, 
such as P, just located, and normal to the straight line 
joining the two similar points adjacent to P. On these 
lines, a-a, 0.43 of the distance of each, comprehended 
between the upper and lower nappes, is laid off above 
the lower nappe. These may be considered points on the 
path of the filament OPB of average velocity. 

The discharge divided by the thickness of the sheet, 
such as at a-a', will give the average velocity which 
may be plotted to scale as Vp in Fig. 23, normal to a-a', 

‘ and applied to the point of the filament curve nearest 
P. The vertical and horizontal components plotted, will, 
from their resulting values, enable the origin, 0, of the 
filament curve to be located with sufficient precision. This 
may be tried by consideration of other points and an 
approximate location fixed. It will be found that the 
average velocity of the section X-X' applies here, though 
the horizontal component V* should be used for the sheet 
extension beyond section a-a'. With 0 and V h fixed, 
the path OPB may be approximately computed with 
reference to 0 and plotted, by choosing points down the 
curve and computing the vertical component of the velocity 
attained, by the laws of falling bodies. Laying off this 
vertical component for each point, and plotting V&, results 
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A parabola whose parameter is about. or K j j. 
will approximate the position of tla* lower nappe. It 
origin is at the highest point of tin* lower nappe*, in th 
crest line, therefore, for a cross section to In* well wit hit 
the sheet, its K should hr greater than K x.K. K » ;i 
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erest and f (Pig. 23) to be somewhat battened by a earn 
of longer radius, as suggested earlier. 

A parabolic curve for tlu* nappes of the* fan-lined weir 
shown in Fig. 22 could be similarly worked out. 
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CHAPTER VII 


THE ARCH DAM 

Before deciding upon the cross-section for a masonry 
dam, the proposed site should be carefully studied with 
regard to its topography, to determine the type of struc¬ 
ture that can be most advantageously used with existing 
local conditions, keeping in mind especially the question 
of economy of material. 

It is evident that under all circumstances the choice 
must lie between the gravity type pf dam heretofore dis¬ 
cussed and any one of the arched types about to be briefly 
touched upon. But where gorges or canyons are en¬ 
countered, the selection of the arch most naturally suggests 
itself, especially since in those of 200 to 500 feet in width, 
moderate spans result. 

The economy of one form over another will depend 
upon whether, with the greater length but smaller cross- 
sectional area, the arched type will require more or less 
material than the straight gravity type with its shorter 
length but greater cross-sectional area. 

Should the gravity section be discarded in favor of 
the other form, the further question arises as to which 
of the various arched types may be used to best advantage, 
and n the purpose of the few following paragraphs to 
re.er briefly to these types before proceeding to the dis- 
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Buttress Arch Type. — This form of dam consists of 
a series of plain or reinforced concrete arches, either ver¬ 
tical or inclined down-stream, supported at the abutments 
by buttresses, and may need special attention, particularly 
if the length of the proposed structure is considerable, 
to determine whether it may be economically used in a 
given location. Such an investigation may be made by 
first considering the arches in connection with the loading 
producing the stresses in them, and second by analyzing 
the buttresses with respect to the component arch thrusts 
transmitted to them and acting in a down-stream direction. 

The former investigation would be undertaken by means 
of any of the prevailing arch theories applicable to the 
case in hand, while the latter would be prosecuted by the 
use of the formulas already established in connection with 
the gravity type of dam. To apply these formulae it is 
necessary to consider a unit of thickness of the buttress 
and to reduce the component down-stream thrust of two 
adjacent arches acting upon a single buttress to an equiv¬ 
alent hydrostatic pressure, so that the conditions may 
correspond to those in the design of the gravity type dam, 
where the water pressure is taken as acting over a unit 
length of the dam. 

This reduction may be accomplished by calculating an 
equivalent value of y, the weight of a cubic foot of 
water, whereupon with the thickness of the buttress 
assumed for each level or stage, and with the masonry 
density either assumed or known, the formulae for design 
may be employed directly to solve for the successive lengths 
of base, l, of the buttress. The sides of the buttresses at 
each stage may be assumed, for ease, to be vertical planes, 
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the thin ring formula may be used to calculate the bases 
at the different levels. 

4 A 
2 

l = length of base in feet; 

P = water pressure in pounds per square foot; 

R n = length of the up-stream radius in feet; 
q — average stress in the ring in pounds per square foot. 
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The Constant Angle Dam.—It may be shown that to 
obtain an arch dam of minimum volume, when the struc¬ 
ture acts as an arch, and with minimum stresses (even 
near the foundation), any arch slice must be subtended 
by a horizontal central angle, between abutments, of 
I 33°~34 / ** Practically, this angle maybe reduced to 120°. 
The fact that this type of dam has an ability to act as 
an arch, to a much greater degree than the ordinary 
arch dam, follows from the fact that an arch, when 
loaded, undergoes a deflection proportional to the square 
of the up-stream radius (see Eq. 8, page 149), and in the 
“ constant angle ” type, this radius may be several times 
shorter at the foundation than at the top. As a con¬ 
sequence, the deflection at the base required for the same 
unit stress would be proportionately less than the deflec¬ 
tion required at the top to produce this same unit stress, 
and as canyons are generally narrower at the bottom than 
at the top, this condition usually applies. 

The principle underlying the “ constant angle ” may 
be developed as follows: 

From the formula just given: 


PR n 




<2 


it is evident that the base l and therefore the cross-sectional 
area, "varies directly as the radius R n . The volume in a 
given section, however, is equal to the area times the length, 
of the mean arc, which latter may be expressed in terms 
of the length of the mean. radius (designated as 


; Com* Angle Arch Dam,” by Mr. Lam R. Jorgensen. Trans. 
m. CJB., Vet. 78, p. 685. 
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times the subtended angle (designated as 2<£ re , expressed 
in terms of r). We may therefore write for the volume V: 

V = Area X R m X 2 4 > n . 

But R m , the mean radius, is equal to one-half the span, 
or width of canyon IT', divided by sin 4 > n , or, expressed as 
an equation’ 

iw 

T~> _ 2 vv 

— . • 
sm 4 > n 

Since the area of the cross-section is proportional to 
the length of the radius, R n , and the volume to R m , we 
may write without sensible error: 

y — ) 2 X2<ftn __ K(f) n 

sin 2 4 > n sin 2 4 > n 

This expression, in which C and K are constants, K 
depending upon the width of the canyon, indicates that the 

volume varies with the term .; ■ 

sm 2 4 >„ 

If we differentiate this expression with respect to <f> n , 
and equate the differential coefficient to zero for a mini¬ 
mum, we have, 

2 cot <£*’ 

which equation is satisfied by the value of 66°-47' for <£*, 
whence 24% equals i33°-34 / * 

Poisson’s ratio for lateral strains is taken into con¬ 
sideration in determining the relative arch action in a 
constant angle type, a value of one-fifth being adopted, 
and the initial stresses induced axially by the weight of 
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the dam on the foundation, together with the water load, 
being utilized to help support the lather. 


Fig. 26 represents a cross-section of a dam, developed 
by the constant-angle principle, 250 feet high, with a 
f-. i.f base of 70 feet and a cross-sec- 

. . .. tional area of 9,668 square feet. 

- • __ II II'I An equivalent rectangle of equal 

Al base would have to be 138 feet 

high. 

I ; i' ^ If the specific gravity of the 

1 I _ y concrete be assumed at 2.3, the 

- 1 -' -b— 4 :~ m average vertical pressure may be 



2 'zH 

expressed as ——, where H is the 

a. 

height of the dam, and a is the 
ratio of the total height to that 
of the equivalent rectangle, whence 


The mean vertical compression 
for this section would then be 


=i.2jH with the reservoir 

1.81 


empty, expressed in terms of the head of water, when the 
latter is at an elevation of the top of the dam. 

With the reservoir full, the radial water pressure is 
assumed to counteract the strain of the masonry acting 
ia an up-stream and down-stream direction, although there 
is, erf course, no direct opposing force on the down-stream 

side, acting horizontally up-stream. 

It is reasonable to assume, however, that the reactions 
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a t the abutments at least partially provide an indirect 
force acting from the down-stream side in an up-stream 
direction. 

As Poisson’s ratio is approximate, the full head is used 
as active in this respect, hence the total resulting initial 
axial compression at the foundation for the section may 
be written as 

K1.27 H+H) =0.45 XH. 

The height of water, represented by h, that this initial 
axial compression of 0.45 H will resist without causing 
the arch at the bottom to shorten in length, will result 
by use of the ring formula 


in which q is represented by 0.45H and P by h, whence 


l 




X0.4 $H. 


For the narrow section of Fig. 26, 

Rn = 75', £ = 7o', 

hence this section, by application of the above expression, 
is able to carry as an arch 

h=o.A$H X— =0.42#, 

75 

oj* ^2 per cent of the total head of water, before an^ 
shortening in the length of the arch occurs. The re¬ 
maining 58 per cent of loading is distributed between the 
arch and cantilever as explained later on. 
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Arched Dam Investigation.—After the plan and cross- 
section of an arched dam have been settled upon, the 
structure may be investigated to determine the proportion 
of the loading resulting from horizontal water pressure 
which will be cared for by the structure acting as a hori¬ 
zontal arch, and that cared for by the structure acting 
as a vertical cantilever, respectively. From this resulting 
distribution of loading, the value of the intensities of stress 
on vertical planes normal to the axis of any arch ring under 
consideration may be calculated from the resulting thrusts 
into the sides of the canyon. Stress intensities for hori¬ 
zontal joints may be found by combining the stresses 
due to the horizontal loads assumed by the vertical canti¬ 
lever, acting wdthin the elastic limit of the material, with, 
the stresses due to the weight of the dam above the joint 
in question. 

This investigation for distribution of loading between 
arch and cantilever may be made independently of the 
value of the modulus of elasticity of the concrete or material 
of vhich the dam is constructed, if considered homogeneous, 
as will appear. 

_ Limitations.— however, the dam be built in sections 
with transverse, vertical “ contraction ” joints, dividing 
it segmentally into portions approaching voussoirs in their 
nature, it could, under certain conditions, hardly be con¬ 
sidered to act as an elastic arch. These joints may be 
open more or less at times, according to the atmospheric 
temp^ture, the season of the year when masonry between 
them was laid, and the depth of water behind the dam, 
with its omsecpent effects of swelling the masonry and 
affecting its internal temperature. Furthermore, the oon- 
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traction at any time may be greater at the top than further 
down, or within the dam and different segments may be 
simultaneously in different conditions of stress due to 
contraction. 

In short, the conception of the dam as a horizontal 
arch, fixed at the ends and along the foundation of the 
dam and acting to a greater or less degree as a huge vous- 
soir arch, involves both a consideration of internal tem¬ 
perature conditions and a knowledge of the value of the 
modulus of elasticity of the great mass of the dam, both 
of which are sufficiently uncertain to render anything but 
an extended investigation under various assumptions of 
doubtful value. 

But the limits between which the behavior of the 
structure may lie, viz., that of an elastic arch, held at the 
sides and bottom of the gorge, and that of a cantilever, 
bearing the total load, may therefore be profitably in¬ 
vestigated. 

Again, the deflection of such cantilever with an assumed 
value for the modulus of elasticity of the material may 
be considered, together with the deflection of the top¬ 
most arch slice at the crown, due to the opening of the 
contraction joints. These may be compared, or they may 
be reduced to a corresponding temperature range and 
compared with the maximum possible range at the site 
of the dam, whence an indication as to the probability 
of arch action ceasing wholly or in part may be reached. 

Method of Arch and Cantilever Analysis. —For the con¬ 
sideration of the elastic arch with cantilever action and 
no contraction joints, or joints tightly closed, the fol¬ 
lowing method is elaborated from a method outlined by 
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the late R. Shirreffs in a discussion of a paper on the Lake 
Cheesman Dam and Reservoir by the late Charles L. 



Exucfls: 

(i) For battered tip-stream face. 


+ + tan 0a+(<?*-<« tan «* + (*-*) tan 0a 

* +(rfs— da) tan Ss + fd? — d fi ) tan 0r. 

fi) For vertical spsiwa face {assrnne Joint 5 to be base of dam, 0 s = o°), then, 

®i=M-hl*+At-i-{dz-a 1 j tan ftt-f (d 4 -d 2 > tan 0 4 . 

Nafte: AD joints am/ be referred to an 7 one origin. 

Fig. 27. 





HIGH MASONRY DAM DESIGN 


145 


Harrison and Mr. Silas P. Woodard, Members Am. Soc. 
C.E.* 

The formulas developed in the following pages are ap¬ 
plicable to the vertical cantilever, contained between two 
vertical, radial planes (i foot apart at the extrados), of 
any arched dam, either of overfall (spillway) or complete 
retaining type. 

The down-stream face, though it may be curved in 
vertical profile, should be considered straight between 
load-points. Thus, in a spillway dam, the load-points 
at the more curved portions of the vertical poofile may 
be taken nearer together. The load-points may be ar¬ 
bitrarily chosen in positions just so that the portions 
between successive load-points may be considered as trap¬ 
ezoids without essentially altering the cross-section of the ‘ 
dam. The “ joints ” are taken at the load-points. Gen¬ 
erality has been attained by introducing the expression for 
the moment of inertia of the horizontal cross-section of 
this vertical cantilever in terms of the variable, before 
integrating. 

The following nomenclature, together with that shown 
in Fig. 27, applies. 

Nomenclature 

For the Cantilever. —The "origin” of a joint is the point 
of intersection of the down-stream side, or face, of the 
dam, next below that joint, with the corresponding up¬ 
stream face of the dam, both produced, if necessary. 

B = the batter of the down-stream side (or, if the up¬ 
stream side is battered also, the combined batter 

* Trans. Am. Soc. C. E., Vol. 53, p. 155. 
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of the down-stream and corresponding up-stream 
side) next below the joint, or load-point, in 
question. 

x= the vertical distance from the origin of any joint 
of the cantilever to any level in the portion 
immediately below the joint (between it and the 
next joint). 

dn “the vertical distance of the joint n below its origin 
(d signifies general expression). 
l=Bx = the length of a horizontal joint of masonry at the 
depth x below the origin for that joint (same 
as thickness of arch ring). 

4 = the length of a horizontal joint of masonry at the 
depth dn. 

4 +i — the length of a horizontal joint of masonry at the 
depth d n +i, etc. 


m the total number of load-points, or joints. 

«=the number of the load-point, or joint, considered, 
beginning with the top load-point. 

0«=the total load of water, in tons, considered as con¬ 
centrated at any joint, n, over i foot length 
of extrados. (See left-hand diagram, Fig. 27.) 

P» — that part of Q n assumed by cantilever action at 
the center of the dam. 


E -modulus of elasticity of the material of the dam 
/=the moment of inertia of the horizontal cross-section 
of the cantilever, at the level, *. (See Appendix 

I for derivation.) 
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where R n is the radius of the arch extrados at the 
portion of the cantilever to which .%' is taken. 

M n = the moment of all loads above the joint considered 
(joint n), (M signifies such moment in general). 

A„ = the deflection of each individual portion of the 
cantilever produced by all of the loads above 
that portion (see Fig. 27), (A signifies such de¬ 
flection, in general). 

e n = the angle of deflection (change of angle) at any 
load-point, n, • having reference only to the 
portion of the cantilever between that load- 
point and the one next below (w + i). (See Fig. 
27). (0 signifies such angle in general.) 

D n = the total deflection of the cantilever at any load 
point, n. 

For example, from.Fig. 27, 

D2 = A2“j“A3-f-A4-j-(<^3— d%) tan ds-\-(d± — d%) tan 04 


for a dam whose up-stream face is vertical. (See p. 144.) 
g n — the vertical extent of hydrostatic pressure, the 
resultant of which 

(Q n ) is concentrated at the joint considered, or load- 
point n. 

k'„ - the portion of u above joint *) „ fc+fcV (a) 
k n = the portion of g* below joint n J 

G' n =the head of water on the level at the upper end 
of the distance g„. 

£ n= the head of water on the level at the lower end 
of the distance g„. (For example, G\ —G r 2-) 


The following two expressions (readily derived) give 
the relations among g n , k n , k' n , G' n , and G n : 
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g» = V' Zk'nG'n + iliG'n-k'n )] 2 ~ f (G » -&»), . . (3) 
gn = V^— 2)k n Gn +[f (G>! + 4 )] 2 + f (Cn +4), . . ( 4 ) 


b' —ti G'n + lGn 

- & 3(G',+G,)’ 


. (4a) 


and are convenient for computing the hydrostatic con¬ 
centrations for load-points wherever chosen. (See Fig. 27.) 

Eq. (4a) may be used to locate the last concentration 
at the lower part of the dam. 

Q a , in tons, may be computed from Eq. (5), following: 

.(s) 

if G' n and g n are expressed in feet. 

For the Arch.—(Arch ring depth taken at 1 foot.) 

R n =the radius of extrados at load-point n. (If radius 
of extrados is constant, throughout, R n =R.) 
In equations, the extrados radius will be desig¬ 
nated by R n . 

r n =the radius of the axis of the arch at any load-point, n. 

r n =R n ~ .. (6) 

q n =unit loading on axis of arch (corresponding to 
extrados unit loading) at load-point n. 

n —P n \ , x 


r*\ gn J 

4=1 central angle of arch span at level of load-point, n. 
I — Bx = thickness of arch ring (depth 1 foot) at any level 
of dam. 
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/„ = same at level d n = length of joint n. 

D c = deflection at crown of arch at level of load-point 
(cantilever “ joint.”) n. (See Appendix II.) 

/L?HL^(i - cos <fid) +cos 2 <t> n — i ) 2 

= M 5 —:-+ (i -cos <#*) (8) 

j 3$« i__ l 


sin 4>n 


+cos <£„ — 4 


2 sin tfrn 


(1—cos $ n ) +cos= <£„-! 


- +1 — cos (f> n 


-+cos 4> n - 4 


Fig. 28. 


The trigonometric function of <&,, in Eq. (8), may he 
denoted by CC c and can be plotted as a curve, greatly 
simplifying its application, in the calculations. (See CC c 
of Fig. 28.) 
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The Cantilever. — The general differential expressions 
for flexure of a cantilever may be written 

d M{x ~d)d x 

El •••••• (9) 


in which there may be substituted 


M n —Pi(x-di)-\-P 2 (x—d2) + . . . +P a (x — d ), 

which may be transformed to 

~ QP1 • . . -\-P n )x 

— {Pidi+P 2 d 2 +Psds+ . . . (n) 

Also, there may be written, for an arch dam with ver¬ 
tical up-stream face 

Dn=(X+A n+ 1 +A n+2 + . . . +A m ) -f-(d n+1 —d n ) tan 0 n+1 
+ (d n+ 2~d n )tane n+2 + (d n+s -d n )tan 6 n+3 + . . . 

+ (d m -d n ) tan 6 m .. 

Where the up-stream face is battered, as shown 
below joint No. 5 in Fig. 27, let m' be the number of 
the joint at the base of the vertical portion, or joint 5, 
as there shown. Eq (12), with this special significance 
applied in this case to will hold as written, down as 
far as the base of the portion with vertical up-stream 
face, if «s be changed to m'. 

. 1116 Atonal terns, made up of differences of d’s 
tunes respective tangents of 0’s, will be successively of 

the form, 

{dvt+x-dj} tan &m'+i + {d w+ 2 ~d^ +1 ) tan fl m , +2 + . 

+ id m ~d m ^ x ) tan d m ; 
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or, for a dam with part vertical and part battered up-stream 
face, as shown in Fig. 27, 

D B = (A tt +A n+1 +An+2+ ■ • • +4n) + (d» +1 — d n ) tan 0 n+1 
+ (d n+2 df) tan &n+2~\~i.^n+z df) tan • • * 

+ (4'-d a ) tan 6 m ' + (d m ' + 1 -d m ') tan 6 m , +1 

*i"(d»j'+2 tan Qm r +2~\~ * • • (d m d m _ x ) tan 6 m . (12 a) 

In case there is no vertical up-stream face (see lower 
portion of right-hand diagram, Fig. 27) Eq. (12a) would 
take the following form: 

D 0 = (A n +A n+1 +A a+2 + • • • +4n) +(d n+1 — d n ) tan 6 n+l 
+ (d n+ 2 ~d tt+1 ) tan n+2 + . . . +(d m -d m _f) tan 6 m . (12 b) 

Tan 0, in Eqs. (12), (12a) and (12 b) above, may be con¬ 
sidered equal to 0, in each case. 

Cantilever Deflection Equations. —By substituting in 
Eqs. (9) and (10), above, the expressions for I and M , 
given in Eqs. (1) and (11), respectively, and integrating 
with respect to x, the resulting expressions between the 
limits x=d n+1 and x=d n , and reducing, there may be 
obtained the respective expressions for A» and 0„ (Eqs. 
(13) and (14)). (See Appendix I.) 

By means of Eqs. (13) and (14), p. 153. the A and 
B for each joint or load-point can be computed, and com¬ 
binations, as indicated by any one of Eqs. (12), (12 a), 
or (12 b) that pertains, made for each joint, whence there 
results for each such joint an equation involving E, and 
tiie various P’s (the. latter being the unknowns) for the 
deflection, D a . 
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Arch Deflection. Equations.—Eq. (8), just preceding, 
provides for writing the several expressions for the crown 
deflections of the arch elements of the dam, one expression 
for each of the load-points assumed. These, too, will 
be in terms of E and the various P’s, as an inspection of 
Eq. (7) in connection with Eq. (8) will show. 

Resulting Simultaneous Equations. — By equating each 
expression for the arch crown deflection, to the expression 
for the cantilever deflection at the same level, or load con¬ 
centration-point, a series of simultaneous equations may 
be evolved, E dividing out each time, and Pi to P m 
appearing in each of the m equations as the unknown 
quantities. 

Solution for Distribution of Loading between Arch and 
Cantilever Actions .—A solution of this set of simultaneous 
equations will yield the value of the P for each joint or 
load-point. These loads assumed by the cantilever action 
may then be subtracted from the respective total hydro¬ 
static loadings (Q) whence the amount assumed by each 
of the horizontal arch laminse results. 

The fact is neglected, however, that the several arch 
slices throughout the dam actually cannot move freely, 
in relation to each other. This would tend to stiffen 
the dam along the arch axis and thereby transmit the 
arch thrusts in an axial direction from a given arch into 
the abutment of some lower arch slice. 

The general expressions for EA„ and Ed n follow as 
Eqs. (13) and (14). These, with equations for I and 
D. t , (Eqs. (1) and (8)), are derived, as outlined above, in 
Appendices I and II. 
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p A {Pld\ -\-P2d2 + • • • -\~Pndn) f 2(2/,, — ^R n ) 

* n ~ B 2 1 R n 2 

X 2.302 59 log + 6 (d\+, -rf„ 2 ) 

fl}J K n l n d n+ 1 Lnd~; 


(2 — *^ 3 ) 1*1 ~ (3 ~ ^3)^” 
P n 2 


“n+l 

X 2.30259 log jl±izl 3 +V 3 )i? n 
^ — (3 +' v/ 3)-^n 

> +V ^ )in ~ (3 + %/3) X2. 3 0259log^^C^g!} 

— (3 ~ V3)i?» J 

(Px+P 2 +- . ■ +Pn) f I2ft,-67n 002^0 log Jn+1 

53 { i?„ X 2.302^9 -log ~ 

i2{d n +i-dn) j (3-v / 3)/»-6P n 
dtUf 1 5 n 


X2.30259 log ^ ~ + (3 + V f‘ ~ 6R ’ 

X2.30259 log /n T . L (3 ,,. ^)P » 1. 

ln-( 3 -v 3 )R n J 


(13) 


+1 


gft, J- Plrfl + Pg& +- ■ • +^ | -^X 2. 3 0259 lOg^ 

6(Ai+l -rf») 6 (<Pn + i—dn 2 ) 2-V3 

iUA+i /» 2 #»+i R„ 2 

x - s ” ! 5, «TqrSlf +! # 

l n+1 —( 3 —^^)Rn 

k-( 3 ~ 

.ffl±£i±^+^{Ax 2 . 3 o 259 log^ 

I 2 (A,-M- rf ! 0 _ 3 -„^ 3 X2 ! ^i-( 3 +V. 3 )^ 

a. _ ;,-( 3 +v 3 )g. 

ln+1 (3 *' // 3 )Rn 


X2 .302 59 log 


ktdn + 1 
3+^3 


Rn 


X2.30259 log 


4 -( 3 ~V 3 )P ft 


(14) 
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These expressions involve only P, d, B, R, l, and E. 

In use of expressions (13) and (14) above, for any 
joint, n, to which a particular batter, B, naturally applies 
(with reference to that joint’s particular origin), care should 
be taken that the various d’s (cf. Pidi, P2C/2, above) are 
referred -to that particular origin of the given joint n. 

It will usually be found that, in Eq. (14) (for E 0 n ), 
two terms, the fourth in the first pair and the third in the 
last pair of braces are negligible. 

Application of Foregoing Formulae (13), (14) and (12), 
(12a), or (12b), (cantilever equations). — The procedure 
will be conveniently described by referring to forms, in 
order, for tabulating the factors that enter into the con¬ 
struction of the cantilever equations of deflection; that 
is, the application of the foregoing formulae (13), (14), 
and (12), (12a), or (12 b). Numerical values are given 
for illustration only, and to facilitate comprehension of the 
use of the tabulation forms. 

The first step after the cross-section has been fixed, 
is to choose the load-points, or joints. In an overfall 
dam these will be more numerous at the upper and lower 
portions, where the curvature of the down-stream face 
necessitates shorter tangents to approximate more nearly 
the curved cross-section by one of rectilinear sides, forming 
a series of trapezoids, with the joints. The load-points 
may number from 4 to' 10, according to the type of dam 
and its height and shape. 

Second, calculate the g’s by means of Eqs. (3) or (4) 
and for the last joint, m, locate the concentration for the 
distance g m , remaining,by means of Eq. ( 4 a). (See Fig. 27.) 

Third, from the foregoing, compute by Eq. (5) the 
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Q's. The heads on the load-points may be entered into 
the tabulation as well, together with the lengths of the 
joints (I’s). 

These may be tabulated conveniently as in Table V. 



* Computed. 


The fourth step is to compute the origins of the joints 
(see nomenclature for definition of origin). These, once 
found, should be placed as shown in Table VI, entitled 
“ Distances of Origins above Joints,” together with these 
distances, which are useful in carrying out the provisions 
of origin reference, noted immediately after and referring 
to use of Eqs. (13) and (14). 

Suppose the position is desired of, say, Joint No. 2 
with reference to the origin of Joint No. 3. In the left- 
hand column of Table VI, No. 3 gives the line and 2 the 
column, and in line 3 and column 2 is read 44*63- That is, 
the origin of Joint No. 3 is 44.63 feet above joint No. 2, 
or No. 2 is 44.63 feet below the origin of Joint No. 3. 
Where these distances are negative, the distance d in the 
formulae must be written with the minus sign. 











d n + u d n +2, etc Origin of 
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TABLE VI 


Distances of Origins above Joints (in feet). 


Joint No. 

I 

2 

3 



8 

9 

Base. 

1 

12. l8 

21.73 






9-55 

2 

20.26 

29.81 

37-62 





17.36 

* 3 
•S 3 ' 

35-08 

44-63 

52-45 

64.26 




29.18 

■c? . 

O i. 


















8 

-41.42 

-31.87 

-24.05 



65-34 

75-34 

116.76 

9 

-79.98 

-70.43 

— 62.61 



26.78 

36.78 

21.76 


TABLE VII 

Coefficients for e , in Equations for D 
(Table of Differences) 



Si 

s 2 

S3 

di 


Sa 

So 

dt 

9-55 








17-37 

7.82 






<k 

29.19 

19.64 

11.82 













d% 








106.76 

97.21 

89-39 

77-57 




d% 

Base 

116.76 

107.21 

99-39 

87.57 


10.00 


121.76 

112.21 

104.39 

92.57 


15 00 

5 -o 
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At this step in the work, the coefficients for 6 , in canti¬ 
lever equations for D, might be compiled, as indicated 
in Table VII. 

For instance, in computing D2, it is necessary to use 
as a factor, among others, —h 2 . From Table VII, as 
given there, for example, the value 19.64 feet corresponds. 

What is really the fifth step is to compute the factors 
occurring in Eqs. (13) and (14) as tabulated below, in 
Table VIII. 


Each large factor is here designated by a Roman 
numeral, for future reference. 

TABLE VIII 


Joint | 
No. ] 

(I) 

(II) 

(HI) 

(IV) 

2 - 3 ° JS9 log ^ +1 


d n +1 

«<«**»+1 
^n d ~n +1 

I 

0.0013898 

O.OO27862 

etc. 

etc. 

2 

0.0015531 

O.OOI8624 

5.032262 

I 0303393 

3 

etc. 

etc. 

etc. 

etc. 

etc. 





Joint 

No. 

(V) 

(VI) 

B 


B 5 

1 2 -f 359 log 

ln +1 — (3 + ^3 )R n 

2 .3oa S9log 

, Wl-( 3 -'T)R„ 

■ 



(3 + V3 )R-n 


X 

etc. 

etc. 

etc. 

etc. 

etc. 

2 

—0.00000481 

—0.0000181 


0.00862 

0.000800 

3 

etc. 

etc. 

etc. 

etc. 

etc. 

etc. 
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Also tabulate 

Rn, Rn 2 , 

for reference, the values of the 

V3 =1.732 

2 - V3 

a-Vj 

3-^3 

2 — V3 =0.268 

Rn 2 ’’ 

Rn 

Rn ’ 

2 +VJ= 3-732 

2 + V3 

2+V3 

3 + ^3 

3 — V3 = 1.268 

3 +V^= 4 .7 3 2 

Rn 2 ’ 

Rn * 

Rn ’ 


following: 


(3 +^i)Rn. 


Tabulate for the various joints I ~ and -L the first 

B B 2 B 3 

two of these three quantities for calculating the 0’s, and 
the last two for the A’s. These could be added in three 

extra columns to Table VIII. P and ~ could be multiplied 

by the various d' s and tabulated, to facilitate calculations 
of EA's below. 

Eqs. (13) and (14) may now be written in terms of (I), 
(II), (III), etc., of Table VIII, with substitutions for 4 
and R n ; that is, if the portions within the braces of Eqs. 
(13) and (14), involving (I), (II), (III), (IV), etc., be 
designated by S n and S'„ and S"» and S"' n , there may 
be written: 

C^ 1 +R 2 d 2 )S ' 2 +^3(^1 +P2)5 2 , 

EAs =-~(Pidi +P 2 d 2 +P3d 3 )S' 3 +~(Pi +P 2 +p 3 )5 3 , 
etc., etc. 

The S n s and Sn s for all the joints should first be 
separately computed by aid of Table VIII, and then 
combined in the last written expressions, above. 




}' 

is : 

I’!* 


! 

E 
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Similarly, 


EBi +-^PiS'\, 

B i Br 

Eh - A.(Pidi +P2d2)S”' 2 + p 2)S" 2 , 

B 2 

EB 3 =i-(Pidi +P2& +Pzd i )S"'z + 4 j(Pi +P2 +P 3 )S" 2 , 

Ba B z 

etc. etc. 

The S"Vs and 5 " n ’s, should be separately computed 
as for S r n and S a , in advance. 

The resulting expressions for EAi, Ea 2 , etc., with 
Ee i, Ed 2, etc., will each now consist of n terms; for example, 
EAs or Eds will each have 3 terms, involving Pi, P2, and 
P3 with numerical coefficients. 

Example: 

The computation for EA 2 , for instance, may be arranged 
as follows: 

There will be nine terms involving (I), (II), (III), 
(IV), (V), and (VI), of Table VIII. Assume *2=3.86, 
B2 =0.09285, R2 = 35 °- 

Substituting in Eq. (13), 


EA n =-^(Pidi +P2CL2+ • • * +P»A)[ 3S0 4 ”( i ) 

- (700 -«(II) +(IV) + 44 3 .^-o . : ^ (V ) 

+l6s6 - 2 ~3-73^,( vi j] -|--L(P 1 +P 3 + , . . +p.) 

X [(4200 — 60 (I) - (III) - (2100 -1.268O (V) 
-(2100-4.722OCVI)].^ 5 ) 
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5 n and S n comprise the quantities within the two sets 
of brackets and their determination is illustrated in Table 
IX. For EA2, S 2 and S 2 are here shown, for example, the 
quantities of Joint 2 , in Table VIII, being used for (I), 
(II), etc. 

table ix 

r Computation of S '» and 5a 


2100— Tq a a 

-id*x(I)a 

350 

—0.0092501 


-(200-3.86) X(II)a 

— 1.2964911 


+ (IV)* 

+.1-0303393 

- For 5 'a 

, 443-8o-o.268X3.86 

H - — - (V) a 

350 V 

—0.0000061 

, 16562-3.732X3.86 

+ - — - X VI) 2 = 

350 

—0.0000850 


S'i 

-0-2754930 


+ (4200-6X3.86) X(I) 2 

+6.4870502 


-(III)* J = 

—5.032262 


-( 2100 - 1 .268X3.86)(V)a 

+0.0101005 

■ For St 

-(2100-4.732X3-86) (VI)* = 

+0.0377100 


St 

+1.5025987 



+P 2 d 2 )S ' 2 +P 2 )S 2 , 


assuming, for sake of explanation, values for d 1} d 2> of 
2 S-S384 and 41*5384, respectively, or 
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h 5 - 994478 (Pi X25.5384+.P2 X41.5384X -0.2754930) 
4-1249.2I924(Pi 4-P2)( + 1.5025987) 

EA 2 = -816.0966P1 -1327.3873P2 + 1S77.0752^14-P2) 

= 1060.9786P14-549.6879P2. 

E62 should be similarly calculated. 

A separate sheet should be devoted to the computation 
of each EA n and each Ed n , so that ready reference may be 
made thereto. 

The A’s and 0 ’s, having been thus computed, should 
next be collected according to formula (12), or (12a) or 
(12 b), as applicable, and by aid of Table VII. 

To this end, the following form of tabulation (Table X) 
for each D n will prove convenient, for obtaining and sum¬ 
ming coefficients of the unknowns, P, assuming, for 
example, five load-points. 

Application of Eq. ( 8 ). (Arch Equation.)—Having writ¬ 
ten the expressions for cantilever deflections (ED5, ED 4 , 
. . . EDi) as indicated in Table X, it remains to con¬ 
struct the equations for the deflections of the corre¬ 
sponding arches, by the application of Eq. ( 8 ). 

The tabulation of Table XI will expedite the formation 
of the arch deflection equations, shown in the last col¬ 
umn of Table XI. 

Eq. ( 8 ) is based upon the assumption of ends fixed for 
the arch. Limitations to which this assumption may be 
subject have been pointed out previously in relation to 
arch action as a whole; but the usual excavations for the 
dam into the rock sides of the gorge or canyon, justify to 
some extent, this assumption. 

For the determination of the angles 4> a of the various 




Computation of " ED ' s.' 


It"; 2 
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arch laminae, an average depth of excavation (often about 
15 feet) may be assumed on the profile of the site. This 
may be transferred, by means of excavation contours, to 
the plan of site and points thereon determined at the levels 
of the assumed load-points, or joints. These points are 
taken on the foundations, so that they are approximately 
midway between the upstream and downstream faces of 
the dam at their respective elevations in rock. A line 
on the plan through these points is the line of the profile 
for the axes of the various arches, whence the central 
angles </>„ are readily obtainable. They are to be entered 
in the second column of Table XI. 

The trigonometric function of <£„, CC c , may be read 

directly from Fig. 28, p. 149. 

TABLE XI 


Arch Equations 


Joint 

No. 

< f>n 

L 

Rn 

7 ? 

R-n 2 — 

R n 

r n 

On- p n 

(tons) 

8)1 

I 

59 ° 

1.185 

350 

348.815 

1.00339 7 

O.56—Pi 

6.0 

2 

etc. 

etc. 

etc. 

etc. 

etc. 

etc. 

etc. 

etc. 








Joint l 
No. 

Qn~~ 

Rn / P n \ 

\ / 

Eq. (7) 

Function 

of $ n 
= CC c 

in 2 

Ifl 

ED C (Eq. (8) ) 

I 

0.09365—0.16723P1 

I.O952 

51338-35621 

5265.565 7 - 
9402.7982P1 

2 

etc. 

etc. 

etc. 

etc. 

etc. 
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Simultaneous Equations Formed.—Equating each arch de¬ 
flection to its corresponding cantilever deflection (for in¬ 
stance, EDi of Table X with ED C of Table XI, for Joint 
Xo. i) and reducing, eliminates the quantity Ei between the 
two, and the simultaneous equations (involving P , with 
numerical coefficients) as many as there are joints, re¬ 
sulting, may be tabulated as indicated in Table XII. 
These simultaneous equations are to be solved for the 
values of the quantities P, in tons. 


TABLE XII 

Final Simultaneous Equations 
Coefficients of Quantities P. 


Joint So. 

Pi 

| P 2 

1 Ps 

I 

-t-19249,45065 

+ 67709-40901 

■ +3077-35694 

2 

etc. 

etc. 

etc. 

3 

etc. 

I etc. 

etc. 

4 

etc. 

etc. 

etc. 

5 

+80,40272 

1 +70.49011 

+ Si -90397 

Joist Xo, p. 

Fs 

= 

I 

+965-39916 

+80.85725 

+5265.56566 

2 

. etc. 

\ 

etc. 

etc. 

3 

j etc. 

1 etc. 

etc. 

4 

j etc. 

[ etc. 

etc. 

5 

i + 29,60060 1 

i 1 

; 1 

1 +215.65413 

29155.10921 


For nearly all of the above computations, a calculating 
Metaie will be found most expeditious. 

The &nl results may be tabulated in some such form 
&b in Table XIU f In which loads are in tons and intensities 

of sine®, in tons.per square foot. 




HIGH MASONRY DAM DESIGN* 


TABLE XIII 

Resi'lis 



1 r/.i O '.I V* * l T i l.t i ) ■» 

2 Met O 5 2 . 5 5 - 4 II * ‘ ‘ ».-/ 

3 3 « o etc. 4 M - - > ' 

ft'':. 

Basf i4-o ; etc, j 

Cantilever Stresses.—To get the re-* tilting moo mum 
stress intensities in any horizontal y hit > f tb. .aonl, v*.r. 

combine the average intensity < f Mre-** r, that ’ an*. due 
to the weight of the superimp i ni.w^r. ^ ;th tde 
stress intensity due to the moment of that n;,t>M,r;ry yu- 
the moments of the cantilever loading, id all m-rmor 
taken about the center of gravity ut the b.-rivnUal ?■--1' -o 
of the cantilever at the given joint F< ;r calculating the pvu- 
tion of the centroid of the horizontal section of the canti¬ 
lever at any joint of length /*, referred to the damn-stream 

edge of the given joint, use the ejqprtSMur. — i ViM *) ■ 

3 w w 

Or, this resultant moment of the forces she at the centroid 
of the given horizontal section of the cantilever may fee 
thus calculated md aaiered into the mil-known expre^DMi. 

as written on page j»>, Ey a a*, using here 

d\ 

C for di and S m intercity* and >* up*Mr ;jog 

intensity) for k, to prevent eonftt»wa. thv U-t a^ir, 

may fee written in the form 
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By substituting l n for Bx in Eq. (i), for I, reducing, 
and inserting in Eq. (14a), the expression for S d results: 


and 


c _ i2M n j? n ( 3 j? w -/ n ) 

* i 0 2 m n (Rn-i n )+-i a 2 Y 


(14b) 


2/„) (~. 
(3Rn-U d ' 


(14 c) 


It should be remembered that to the stress intensities 
found by Eqs. (146) and (14c) should be added the average 
intensity of stress due to the superimposed masonry, to 
get the resultant intensity, as previously stated. (In 
computing the weight of masonry, it will be sufficiently 
close to use an average horizontal base in each case, of 
rectangular section in lieu of the trapezoidal bases.) 

Arch Stresses.—To get the resulting maximum stress 
intensity on the vertical radial planes, at any joint-level, 
at the crown, the expression for M c should be employed, 
viz.: 


5 = sin / 

12 \ $ m /la 


2 sin <f> t 


'' 30 * +sm tf> a cos 4> a —4 sin <f>. 
ind the maximum stress in the arch, S aj is: 

C" 

Wjffl — —"L 1 _ ' 


-) (iqd) 

n' 


• (14^) 


TTie stress resulting from Eq. ( H e), for any level, «, 

most be combined with the axial arch thrust (5,) as found 
by Eq. (14/): 

* .9*1 j? 
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If the stress is desired at any otlv r * crc ‘ban ;•/. toe 
crown, the expression in Eq. 'i< 2 * ">» Appvic L.\ &1, 
should be employed. 

Arch Bam of Rectangular Cross-section. Special Case.— 

The foregoing, it will be remembered. m ap; ILa ie Pi 
a dam of any cross-section, with load tv.-mt* m-urm <1 at v/dl 

In case it is desirable to investigate a dam to rt. .* ang¬ 
ular vertical cross-section, the lead pant.- Ltorg dn wr. 
at equal intervals a vertical distance a. ii\ art. '-'t.i 1 c.- 
slant moment of inertia for the horizontal .-f n a i f ar.ti- 
lever, the following expressions, Xus. i ? to m to : 1;' 

These are derived in a similar %%:<* to • thto havt- 
preceded. Some slight app-roxinuitz <n imo ao* *.* ; ■ 'e 
made in computing the total load v .mtottoto m it tory 
be considered a constant distance apart 1 tit tan dip a 
dam of rectangular cross-section is not viry high ar.d xhi* 
approximation will not be serious. 

Loads, etc., are located with reference to the top to the 
dam in this case, with d n ~na. 

M a =Pi(x-a)+P2(x~3a)+ . - - +P m (x-*a). . Us) 
El A* |[a + 3 (n - i)]Pi -r{3 ~~ 2 <)P 2 + . * • 

•Ha+.t n: * 



-toi ■*] ]f,t 1 to 

D.- iX+JVm+<Vh + ' ■ • +i.)+altan 

tan +3 Ua §»+» + ... — “■ ~ r - • J ~- 

Mm 'before # may be written for tan f. 
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Expressions (i6), (17) and (18) for the rectangular 
section of arched dam correspond to expressions (13), (14) 
and S' 12), respectively, and fulfill the same offices. Eq. (8) 
still applies, for the arches to be considered. 

The derivation of Eqs. (16) and (17) are compara¬ 
tively simple and are outlined in Appendix I. 

Eor further references to methods of analysis of arch 
dams, the reader is referred to Transactions of the Ameri¬ 
can Society of Civil Engineers, Vol. 53. 



CHAPTER VIII 


RECENT CONSIDERATIONS OF THE CONDITION OF STRESS 
IN MASONRY DAMS 

Considerable discussion has been raised within the 
past few years, by criticisms being leveled at the present 
general procedure in the design of high masonry dams. 
This has properly perhaps, been more pronounced abroad 
than in this country, since the matter may be said to have 
been precipitated by the publication of a paper by Mr. 
L. W. Atcherley of London University, “ On Some Dis¬ 
regarded Points in the Stability of Masonry Dams.”* 

It is the purpose to outline the analysis as presented 
there, and to call attention to some of the discussion which 
followed, in order to indicate the status of the theory 
involved in the design of such structures. 

The paper referred to takes exception to current 
practice in regard to the matter of design and indicates 
a need for both revision and extension in the analysis, 
and then, supplementing the generally accepted ideas as 
to the distribution of normal stress cm horizontal planes, 
by an assumption as to the shear on these planes, proceeds 
to show that peculiar and unexpected conditions arise. 


* Dept, of Applied Mathematics, University College, University of 
London Drapers’ Company Research Memoirs. Technical Series II. 
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It is a tact that, owing ist, to the manner in which 
masonry structures are built, i.e., of a mixture of stone 
ami cement, and 2d, to the nature of the sections at the 
spnngnigs or areas of support, it is practically impossible 
tu appiy to them the general theory of elastic bodies. 
Consequently, the treatment as it is employed to-day 
lias 1 teen developed, but only by the use of certain assump¬ 
tions \\inch it may be shown are not precisely exact. 

The basis ot the present investigation rests upon the 
four ioiiou ing formula.*, in which the usual distribution 
of normal unit stress on horizontal planes is accepted, 
but to wnieh is added an assumed condition as to the 
distribution of horizontal shear. 


1 y 

I 2 


CO 


C ■ -Qt, 

*“ max 1 p ’ XT 


7b 


4' 

(?/6c 

A \; 


5-d 

2 




■ (2) 
• (3) 

- ( 4 ) 


- - distance al* mg the horizontal joint from the cen- 

, 4 . tr, ^ d t,J * e of application of the resultant, 
--distance along the horizontal joint from the cen- 

, , tile P° int Seating the neutral axis. 

' ic ngtn ot the horizontal joint. 

C~" impressive stress on the joint. 

' ‘ 7n ' A:i:m ^ tensile stress on the joint. 
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Q = vertical component of the resultant force acting 
on the joint. 

.4 = area of the joint. 

S = shear at any point y in the joint. 

P = total shear on the joint. 

y = the distance from the centroid to any point on 
the joint. 

With regard to Eq. (4) it may be stated that it has 
not heretofore been customary to consider the distribution 
of shearing stress on horizontal joints. But, if the dis¬ 
tribution of normal stresses may be assumed to be repre¬ 
sented by Eqs. (1), (2), and (3), with equal validity for 
the usual types of dam, may the shear at any point be 
assumed to be represented by Eq. (4)- It is believed by 
Mr. Atcherley that these equations more nearly express the 
conditions of equilibrium in a dam than the usual ones do, 
even though the latter tacitly assume the first three by 
imposing the condition of the middle third, and use a fric¬ 
tion condition, instead of one for shear as expressed by 
Eq. (4). 

In reference to this friction factor there may be some 
question of doubt, since M. Levy* prescribes an angle 
of 30° for masonry on masonry, while Rankine gives 36 , 
on the other hand, examination of dams actually built 
frequently shows the angle to lie somewhere between the 
above values. 

But whatever its exact value, the friction condition 
leaves some doubt as to the actual distribution of shear 

# 4 * La Statique graphique." IV® Partie, ‘ Ouvrages en Majonae- 
rie,” page ga. 
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over a horizontal joint, the variation of which must be 
known, in order to determine the tensile and compressive 
stresses on the vertical sections of the tail (i.e., downstream 
fh+rtit'U} if the dam. In consequence of this the parabolic 
law as expressed by Eq. (4) has been assumed and will 
later be shown to be more nearly correct than any other 
hypothesis. 

According to the author there is no reason whatever 
why dams should be tested solely by taking horizontal 
cross-sections, and asserting that the line of resistance 
must lie in the middle third, while the stresses across 
the vertical sections of the tail are absolutely neglected. 
If the tormer condition is valid, then no dam ought to 
he passed unless it can be shown also that there is no ten¬ 
sion tit an,v serious value across vertical cross-sections of 
the tail, parallel to the length of the structure. It is 
believed that a great number of dams as now designed 
will be found to have very substantial tension in these 
sections and this, in the opinion of the author, is a source 
ot weakness in dam construction which has not been 
properly considered and allowed for. 

If the problem is to be solved on the assumption that 
a dam is an “ isotropic and homogeneous ” structure, the 
general equations for the stresses can be determined only 
by the lollowing considerations: 

(a) The norma! and shearing stresses on the horizontal 
top and curved flask, i.e., downstream face, are both 
aero. 

#) The normal stress on fee battered front or up¬ 
stream torn :s equal to die water pressure, and the shear is 
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(c) Either the stresses or the shifts must 1 > *■::; -t 1 
given over the base. 

It follows at once from this that Eqs. i i), z l , a:j i ; 
are not absolutely true, but that the shear is iat'Y cl ^ ly 
represented by Eq. (4I. 

As far as the present investigation is o ncvnivl. h *;v. • er. 
the enquiry is not as to the validity of the usual treatment; 
it is obviously faulty. But it is the purp* t- • :r> t 
indicate that, supposing it to be correct, its prevent pmuJ 
application, i.e., to horizontal joints only, -nv» ho'- the 
serious, and, it is believed, often danger <0,.. m gh~. t * <f 
large tension across the vertical sections. 

To justify the above statement, two model iau> ■ d 
wood were employed for experimental purp *seo the cr 
sections being identical, and agreeing with that «•: a dam 
actually constructed. One of these m«xlels was ‘'Un¬ 
divided into horizontal strata to study the effect such 
planes, and the other into vertical longitudinal strata, 
for a similar purpose. The application of the loading 
was such that it approximated as closely as possible the 
conditions obtaining in an actual dam. The general con¬ 
clusions from these experiments were that: 

(a) The current Idea that the critical sections of a dam 
are the horizontal ones is entirely erroneous. A dam 
collapses first by the tension em the vertical sections of 
the tail. 

(b) The shearing of the vertical sections over each 
other foOowt immediately on this opening up by ten*:* m. 

|g| It m probable that the shear « :i the h< riz -nta! 
sections k also a far more important matter than is usually 
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It follows consequently, that keeping the line of resist¬ 
ance within the middle third of the horizontal sections 
is by no means the hardest part of dam design. It would 
be surprising if, with all the labor spent on this point, 
the bulk of existing dam constructions are not, for masonrv, 
under very considerable tension, i.e., a tension across the 
vertical sections which has been hitherto disregarded. 

ft is proposed therefore to lay it down as a rule for the 
construction of future dams that the stability of the dam 
from the standpoint of the vertical sections must be con¬ 
sidered in the first place. If this be satisfactory, it is 
believed that the horizontal sections will be found to be 
stable, but of course the latter must be independently 
investigated. 

The above conclusions were apparently verified by a 
combined analytical and graphical treatment in which 
the algebraical analysis will here be considered first. 

Denoting the total vertical force acting on a horizontal 
joint by Q ti , and the total horizontal force acting over the 
same by P 0 , under the assumption that the reservoir is 
full, the variation of the normal pressure on the joint 
may be represented by the straight line of Eq. (i). 

If the resultant pressure on the joint be assumed to 
cut it at the extremity of the middle third, then according 

to the previous notation, d will have a value of pro¬ 
vided 2 b is the length of the joint. This indicates that 
the line representing the variation of normal pressure 
CFter the joint intersects it at the upstream edge, and any 
vertical between it and the joint itself will represent the 
normal pressure at that point where the vertical is erected. 
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Denoting this by y, it may be termed the ' 
giving pressure,'” and may al- * L ty'”'-" 
height of masonry, if the factor-- u: ud 

are expressed in cubic feet ot tuo in, 
Again, we may write 6, -4 i 4. --■■,•4 tJwAwtT in-Jf-'L V..- » *■ .J 


face, with respect 

i to the >ume 

joint - 

is a straight line. 

1)V Ill 

ukmg ;/ 

ni f. 

Evidently then if thi 

s latter ’ 

line, an- 

the variation of 

pressure ’ »ver 

th-- be 

the same origin, 

the tif 

> nf the ' 

tail, till 

included hetweei 

i each 

and lb 

t l‘ 4 

total upward force, in 

cubic f>" 

A t * jy 

any assumed po 

rtion, 

’* x fit 

the j ; 

the tail. 




Representing 

this ' 

up wan 1 

fnrCU * 

application may 

■ be easih de 

‘erniile - 

may be written 

as F z . 

being m 

gulat*--! 


As Fi and F% thus give all the -M. mod f m c n- 
sidering a wedge-shaped piece ot -mm d/jr, Ld 'I tne 
downstream face, a vertical and \ hanvntal \ uarie. me 
total shear on the vertical plane niurt vpi-d r ; mul the 
total thrust Ft, since these ivumul rtre--s held in 

equilibrium by external forces Thus F> equals thi b tu! 
shear on the vertical section, at a distance v ‘rom tee 
tip of the tail, while F z equals the total ivmv ntal dirust 

over the same. 

If y be expres*d in terms ot m uvA 1 e.Pe dm n 

the successive vertical planes thrmigii v-rwh th- r.vu.tar.t 
aefe, then the equation will repress r.t x:w l * * t —irtar.c.* 
#jfi ffegge vertical pWirs. It is • ' uni t* ’ * mi .syj * 7 , -a 

Caisidering th** stresses rn the *'ert:cal sett mi-, it is 
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found; First, that the maximum shear may be properlv 
represented by | the mean value, and may be so arranged 
as to he expressed in terms of F x and mx. Such an equa¬ 
tion, representing a straight line, immediately shows the 
necessity of thickening the tip of the tail which, as a 
matter of fact, is the usual procedure in actual design. 
Second, the line representing the maximum tensile stress 
may he shown to van,’ as a parabola whose axis is vertical. 

\\ hen the downstream face ceases to be linear, it 
becomes necessary to apply a graphical solution for the 
determination of the stresses. This it is unnecessary to 
reproduce here, but the curves may be said to indicate 
the following results: 

! i! That the line of resistance for the vertical sections 
Iks outside the middle third for rather more than half 
the vertical sections, hi other words, these sections are 

subjected to tension. 

i 2} That the tensile stresses in the tail are, for masonrv, 
\ery serious, amounting to nearly io tons per square foot 
at the extreme tip, and to 6 tons per square foot after we 
have passed the vertical section, where the strengthening; 

of the tail has ceased, 

(jl Thai the maximum shearing stresses amount to 6 
tons per square foot at the tip of the tail and 5 tons per 
square foot after we have passed the vertical section, where 
the strengthening of the tail has ceased. No undue import¬ 
ance laid <3© the actual values of these “ maxi- 

mum shears cn the vertical sections however, as they are 
obtained iTomtht: mean shears by 1 mag the round multi¬ 
plier i.,,. This mund number is assumed because the 
maximum * vmwuy greater than the mean shear. The 







sections some wav above tne oast\ prooa, y itnj **.»* 

mates the max'mum shearing in the dam. 

In other words: Whether the test is made ri the hm: 
of resistance lying outside the middle third, rr y the ex¬ 
istence of serious tensile stresses , or by ike maemtuM */ 
like mean shearing stresses , the vertical sections jr« tfim.j/ 
for the stability in a far higher degree than the h *izented 
sections. 

In a well-designed dam, all the conditions for stability 
of the horizontal sections may have been satisfied, yet 
if the very' same conditions be applied to the vertical 
sections not one of them will be found to be satisfied. 
It seems accordingly very’ unsatisfactory 5 ' that the current 
tests for stability should, if they are legitimate, be applied 
to the horizontal instead of to the far more critical vertical 
sections. In the case of the latter they fail completely, 
and if higher tension and shear arc to be allowed in the 
vertical sections, then it is absurd to exclude than 
cajs p of the horizontal sections. It is maintained - 
author that the 'Current treatment of dams is falkicicms 
for it semeens entirely the real source of weakness, namely, 
in the first place the tension, and in the 
tftihrfmritMil shear, in 'the vertical sections, and t:..* —— 





HIGH MASONRY DAM DESIGN 


tancfe tpm tiio tail far beyond the usual tail-strengthen¬ 
ing range 

X«]f dc these theoretical results stand unverified bv 
’ st - r*;r< !.*. :h**y are absolutely in accord with the ex- 
jvrtMi:.!- > :: the model dams. These collapsed preciselv 
. - m.-i;: h,c, <• bsen expected from the above investiga- 
n. ' » . the lam with vertical sections gave long before 
tk* Lea !th Imriz *ntal sections. The former collapsed 
!■} "pi mag up "f the joints by tension towards the tail, 
t'Tm'd aim immediately by a shear of the whole 
stnietur- In the vase of the horizontally stratified dam, 
tntr i , vdndi occurred much later, was by shear of 
tnt 1 a*- I'.J'Vod almost simultaneously by a shear of 
um t r i* >o . ; tlte h< >riz- .ntal sections. 

. 1 * T -’' dim arises as to how far the previously 
avmr. 1 d e.r<huti< <n -4 shear affects the main features 
’*! r ' ~*uto ^nd so the other extreme was taken, i.e., 
uruf- «nu -near. and the effect determined. 

Tn> distributi m must be further from the actual 
than the hypothesis, yet it is still found: 

*: - Tr.m the line of resistance falls well outside the 
middle thirl lor about half the dam. 

mu 1 there exist considerable tensions, 3 to 4 tons 
per s gum- ; 1.4 in the masonry. 

u< Unit the average shearing stresses on the vertical 
sect; a:* ar- greater than on the horizontal sections. As a 
res oh ‘-■u to.- extreme case, it is believed that the real 
d:*tril «t.< n m -hear over the base, whatever if may be, 
us la line of resistance lying well outside the 
ffliiacc thxl and to tensions amounting to something 
biv G vk ^ 1 x aitd i© tons per square foot 


theoretically and experimentally env-ra - <iv 1 . vi¬ 
nyl Theory shows that the vertical avl t to h " , - 
zontal sections are the critical scciions, 

(hi Experiment shows that a dam timt yv. o. ’ * t 
r>f the vertical sections near the tail 

u) An accepted form of eross-wfv > a vv * > 1 .• 
stable as far as the horizontal sectivv ' * - vt 

unstable by applying the same evLti m ; ~v toty 
to the vertical sections. 

(3) The distribution of shear over tie 1 vo' tv. ml f " 
more nearly parabolic than uniform, toit :v tv rv •vxto 
of the statements follows in passing it- <m tie- f cmor to 
the latter extreme hypothesis, it is not ;mrea>- rutob to 
assume the former distribution will describe fairly Lively 
the facts until we have greater knowledge. 

(4) In future it is held that in the first place masonry' 
dams must be investigated for the stability ol their vertical 
sections. If this be done it is believed that most existing 
dams will be found to fail, if the criteria >l stability 
usually adopted for their horizontal sections be accepted. 
This failure can be met in two ways: 

(a) By a modification of the customary cross-section. 
It is probable that a cross-section like that of trie \ yrnwy 
dam would give better results than more usual torms 
PI By a frank acceptance that masonry, i: carefully 
built, may be trusted to stand a definite amount of tensile 
sire*. It is* perfectly idle to assert thud it v an sol lately 
msosssaiif the line of resistance shall lie m the e 






a 


of ordinary jelly however, and included not only 
the transverse section of the dam itself, but the rock upon 
* 1y *'* - rt*tvtwell. It is 'Shown in the figure. 

iTd: and vertical fines drawn on the sides 

* ' vp * ***--* the purpose of detecting any dis- 

J1 .* u that wtght mult through the application of 



















V •*'*p 'lit-il 

Tn* v-vv mature in Atcherley’s analysis is that, even 
:};< )M^i, ’hf i iit Htii *n of "no tension in a horizontal 
!•* vitivfk-tL dangerous tensions may be shown to 
* v-t ■.-..»** \ t-rtical planes.* In connection with this 
f <r example, a section of the dam ABC , which 
o to.mgular pr< tile, and construct BEC so that the 
i •r.loiai-.-'- repn Ni-nt the variation of the unit normal 
yrv>*. • \er the hirizontal joint BC. 

T.ikiija a vertical section IK in which J locates the 

iv- yr/d ta,- f rces to the left are the upward pressure 

A acting over BK, tending to cause rota- 
A ti><r in a clock- wise manner and thus 
/ I pr< dtiee tension at K, and two counter- 

J , a«.tmg forces tending to neutralize this 

, i -r; satire ■ the weight of the portion BKI 
an! the horizontal shearing force acting 

TTTj>r*C 

ahng BK. The resultant effect of all 
three will be tension at K , provided the 
‘ ^ rotation is right-handed, with a conse- 

'ijot -pitting along the vertical plane IK. 

m ,'w 1 thv fact that the horizontal shear is present 

v- .* ? c.t- r. it is necessary to determine its distribution, 

aivl to , itoot V* r p Unwin undertook to do.f Instead. 
,f *' -< Prg the distribution in accordance with 

A* ; rip’ -i an. analysis was attempted by 

* W» 4M- 

1 : m- “Mot* * the Theory of Un.- 





theorv of dam design is incomplete m just in at teature 
since it fails to consider the rate of change in the hori¬ 
zontal shear. 

In any analysis the fundamental asvarapt: >n mu-t r 
made that a masonry dam is a homoguieous-elu-tic - do: 
and, while it is not absolutely essential that it ■ tend. : 
exist at any point in the cross-section, yet it Kr-ms demr 
able that there should he none at the upstream face < 
horizontal joints. 

It may be said therefore, that for a more exact analysis 
the problem resolves itself into one of the determinatioT 
of shear on horizontal planes, and Prof. Unwin suggest: 
as follows, a method of procedure by which this may h 
accomplished: 

If, as in the figure, we assume a dam or” trianguh 

section, in which AB is some F 
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Far the horizontal, shear we must proceed further. 
Consider, therefore, the forces to the left of HK in Fig. 33 } 
ire have (1) the vertical pressure on AK, (2) the weight 
AHK, and (3) the shear acting along AK. It is 
evident that the difference between (1) and (2) repre¬ 
sents the total vertical shear on HK. 

If, therefore, the figure ALMB represent, in masonry 
units, the distribution of normal stress on AB, as given 
by Eq. ti), then ALTH will, in like manner, represent 
the above-mentioned total vertical shear on HK. 




Co3«|.er stow a second section A'B', a sm all distance 
* tl» total shear on HK* may then be found as 

^ 4 '* ibrnctjtg the former by S, and the latter by 
Sh then S~S f equals die total shear on KK\ which, 
divide! by g f will give the intensity of vertical shear 
A-* h. jTiu ton«s|'iiaitly the intensity of horizontal shear 
at too sam- point. 

&sa? p the forces to the left of HK are now known, 
tJlr m-rmai >tnsi an that plane may be found, and from 

It ^ readslj determine whether tension or com- 

existi at k . 

At the these wah* would be much modified. 
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because of the discontinuity of form, which, in the opinion 
of Prof. Unwin, places the exact determination of the 
stresses beyond the power of mathematics. The author 
believes the effect of the rock into which the clam is built 
is to reduce the variation of stress which would otherwise 

exist. 

In a subsequent paper* giving a complete demon¬ 
stration of the preceding analysis as applied to a masonry 
dam of triangular cross-section, it is found that the dis¬ 
tribution of shear on a plane horizontal joint may 1* 

represented bv a right triangle whose base is the length of 
the joint and whose vertex is 
perpendicularly below the down¬ 
stream edge. The figure illus¬ 
trates the variation of normal 
stress and shear on AB; the 
lines of resistance for both 
vertical and horizontal planes; 
and the centers of gravity of 
the sections above the successive 
horizontal joints. 

Consequently the total nor¬ 
mal or shearing stress on any 
part of AB is equal to the area 
between that part and the line 
of normal stress or the line of 
shearing stress. 

If the upward reactions and the weights of the dam to 


» *'* S^wnie eriag, * * Vet. y§, p*g© $$$• ** Farther Note &a tit® Tfew*y 
Ua«j0ft»etrk»l Pa•**” W. C* 
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the left of each vertical section be combined with the 
shears T. acting along AB, the resultants will cut the 
vertical motions at points shown on the line of resist¬ 
ance tor thou vertical sections. As this line lies wholly 
within the middle third, there can be no tension on any 

\ eft Sea! wation, 

Trn total compressive stress oil any vertical section 
at its lower edge will therefore be: 



( 6 ) 


where T is the shear on the horizontal plane from the toe 
to the vertical section taken, y the height of the vertical 
ticvtioii, arid - the distance from the center of the vertical 
section to the point of application of the resultant forces 

cm that section 

Near the upstream toe the plane on which the greater 
principal stress acts is found to be vertical while near 
the downstream toe it approaches the horizontal. The 
stresses are all compressive and on the water face the 
compressive stress is at all points equal to the water 
pressure at that point. 

The above analysis is simply an application to vertical 
mrticms of the method now accepted as applicable to the 
f." n > vita! partes ami is a possible solution, since the 
uto u »*i bhtfxix ^ known. It differs from Atcherly’s 
u d m tli? fact that the latter assumes the nsr-tgl 
d.tord r.Y M >*! mi mui stress, together with a parabolic 
'ii fW uic 4 ^risemkil shear. This latter hypothesis 
■ ' Aent with the previous one. 
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Further investigations 3>y IV- >i. IVv.r.'’ • *. *”* •' 

various seeti< >ns lead to tne i»< 11 » a\ mg » ••! ci-c ' - 

a) For a rectangular dam thr >14:4•w;* v , -4 m „■ 
stress on horizontal plam< may hr *vpr«-<-r,v ,1 ' \ t 4 
ordinates of a parabola. 

( 2 ) For a triangular dam, tin* 4-vr.' f v v w .. 
represented by the ordinates of a iriamv* v vh ’;a 4''"'* 
below the downstream toe. 

(^) For a dam with vertical upstream face and curved 

downstream face the distribution may be represented 
by a figure consisting of a parab tin super]:.*****! on a 
triangle. 

( 4 ) For a dam with rectangular base* the distribution 
is represented by a parabola. 

Following the results of the experimental irmc^ig.itmn** 
of Atcherley and Baker, several « >tht r p.i] cm 4 a 14 a 
nature appeared in the Minutes »>f Pr n u 'lmm- -t tEc 
Institute of Civil Engineers, V* *1. in; Thi b^ t 
these to be considered here is that by Sir John \\ alter- 
Ottley and Arthur William Brightmire. vntvthM. Em 
perimental Investigations of the Stresses m Masonry Ibrm. 
subjected to Water-Pressure.” 

la presenting this paper, the auth« »rs drew attest: wi 
to the fact that until the publication of Mr Atcherley s 
waits, the question of dam design had i-een meet pled 
m* settled, and that his memoir had had the effect t 
. t.hi> entire subject of the distribution m sresr* 
in structures of this class. 

• "I, m imgmi»xg» s * ¥oL 7 % page $*5. " th « B-irKuttop -i 

Shearing Stm » Masonry Bams.” Prof W. C, Cwk 
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It was also pointed out that tension was found by him 
to exist on vertical planes near the outer toe, whether 
the distribution of shearing stress over the base was 
assumed to be uniform or to vary according to the para¬ 
bolic law. 

Considering a transverse section of a dam, the authors 
argued that, whatever the distribution of shear over the 
base might be, it must follow some other law near the top, 
since the conditions in these higher levels are radically 
different from those existing in the lower, where the Ham 
is fixed to the foundation, and where the water pressure 
ceases abruptly. 

The investigation was therefore undertaken, at least 
in part, to determine the distribution of shear on horizontal 
planes in the higher levels of the dam and to see how it 
varied from that at the base; and it might be stated here 
that it was found to be uniform in the latter plane but to 
vary uniformly from zero at the heel to a maximum at 
the toe in the higher levels, the change from the one 
condition to the other being gradual. It will be shown 
that it is near the inner toe rather than near the outer 
toe that tension may be anticipated. 

The model dams were triangular in section, made from 
a kind of modeling clay called “ plasticine,” and so pro¬ 
portioned that the resultant pressure on the base cut 
that plane at the downstream extremity of the middle 
third. 

For purposes of observation the sections were placed 
between vertical sides of plate glass, upon which vertical 
and horizontal lines had been etched, corresponding to 
similar lm.es on the model, so that any displacement in 



Pressure was applied, by means of a thin rubWr bag cun- 
taining water which was made to fit the frame Though 
the water was allowed to act over a period of 33 days, 
after the elapse of one week a crack was noticed at the 
upstream toe, running downward and at an angle of 
about 45 0 . At the end of the longer period an examination 
showed that in the neighborhood of the base the dis¬ 
placement of the vertical lines was such as to make than 
all about equally inclined, thus indicating a uniform 
intensity of shear on that section, while in th*- higher 
levels and near the outer portion of the dam the hues 
became more inclined as the elevation increased, indicating 
that the intensity of shear increased also as the v>p 
approached. 

Turning to the horizontal lines in the model for the 
purpose of discovering the method of distribution of 
normal stress, it was found that they were curves at the 
base, sloping downward from the inner toe to a point 
about two-thirds the distance to the outer toe, then re¬ 
maining fairly level until almost reaching the down¬ 
stream face, when they finally bent up sightly. In the 
hi gher levels, however, these lines gradually developed a 
uniform slope running from the inner to the outer toe. 

An investigation of the bearing Presses on vertical 
planes requires that, to draw the hue tHii 

intensity of normal reaction at the base the fdlowmg 
facts must be cowsiderad: 

fi) The total normal reactwit equals the weight of the 
dam. 

(2) Since the resultant pressure 


m the heat 








mi 
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one-third the width from the outer toe, the moment of the 
reaction stresses about this point must be zero. 

(3) The intensity of the reaction at the outer toe 
must equal the intensity of the shearing stress in the vertical 
plane multiplied by the ratio of the height to the base of 
the dam. 



Fig. 36. 


Referring to the figure: AB represents the base of the 
dam. and BC twice the average intensity of normal stress 
on AB. AC is then drawn; consequently ABC represents 
the total normal stress on AB, or the weight of the structure. 
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If AE, on the other hand, represents the actual intensity 
of normal reaction over AB, then for (i) to hold true the 
area Y must equal the areas (x + z) and if (2) is to hold, 
the moments of *, y, and 2, about D (equal to \AB from 
B), must be zero; also for (3) to be satisfied, BE must 
equal the limiting value of shearing stress in a vertical 
plane near the toe, multiplied by the height and divided 
by the base of the dam. 

From these considerations AE may be fitted in by 
trial till it is found to satisfy all of the above conditions. 

Dividing the cross-sections into vertical strips 1 inch 
vide we may properly consider the equilibrium of each such 
strip. Evidently the difference between the weight of 
each strip and the normal reaction on the base is equal 
to the difference in shear on the two adjacent vertical 
planes, and if in the figure these weights be plotted upward 
from AE , the curve FE will result. Furthermore, both 
the curves for “ total shear on vertical planes ” and 
“ average intensity of shear on vertical planes ” may mow 
be drawn, whereupon it is evident to what extent the 
average intensity of shear on vertical planes varies, and 
how it compares with the average intensity on the 

Since the shear on horizontal and vertical planes at 
any one point is equal, and the shear on the base is practi¬ 
cally constant, it follows that above the base the shear on 
horizontal or vertical planes is small near the heel wMte 
in the outer half above the base it increases as the outer 
edge is approached; in fact it increases from ^tro 
hed to a. maximum at the toe. These facts show that the 
shearing stresses to be provided for m those existing 
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in the higher levels and near the toe, and not those at the 
base. 

In considering the effect of shear on the base, neglecting 
the “ fixing ” at that level, we may assume that the re¬ 
action stress and that due to the weight of a strip, is constant 
over each inch. They then act at the middle of each 
strip; and, taking these points successively as centers, 
the difference of the moments of the horizontal pressures 
on the vertical sides of the strip, it is evident, will equal 
the sum of the shearing stresses on the same vertical sides 
multiplied by | inch. 

This makes possible the determination of the moment 
of the horizontal pressures on each vertical strip. 

The horizontal shear on each inch of base being the 
difference between the horizontal pressures acting on the 
two vertical sides, the latter may be determined as soon 
as their points of application are given. As these points 
are known for the innermost and outermost strip, an easy 
curve may be drawn which will approximately locate the 
other points and thus give the desired heights. From 
these results it may be shown that the shearing stress on 
the base increases Iran practically zero at the inner toe 
to a point near the center of the base and then remains 
fairly constant. 

The modification of this distribution, due to the fixing 

erf the dam to its base, must, on the other hand, be con¬ 
sidered, The water tends to cause a maximum pressure 
ao# dispbcMBfiiit at die toner face, which diminishes to 

at fee outer. As fee tea is fixed, this displacement 
i$ pnrventafe tbm infaeiqg oowespo^lmg shears, and the 
©fleet ©f tM$ eoiiicting with that previously 
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shown to exist, causes a nearly uniform shear v” tb 

hast*. 

Further evidence of uniform shear on the base .w 
obtained as follows: The models, alter being 1 subjected 
to water pressure, showed cracks which apj/eured at ri t 
inner toe, the angles which these made with trK h^r/ * gal 
steadily diminishing as the base was decreased m v* idth 
from a maximum of 45 0 for the widest base used to 25 0 
for the narrowest. 

The variation of these inclinations corresponded closely 
with the computed directions, on the assumptn «n that the 
shear was uniform over the base and the exp^nroents 
therefore strongly support the inference that shear over 
the base is uniformly distributed. 

It was shown by means of the models that there are 
tensile stresses on other than horizontal planes passing 
through the inner toe. The models indicated this by 
cracking, even when the back was sloped away from the 
vertical so as to cause vertical pressure and hence com¬ 
pression on the upstream face. . 

The impossibility of tension on vertical plan® near 
the outer toe may be shown by means of the following 
equation for principal stress: 

p + p?± V(p 4- j/P - 4 . | f | 


where aMipp^siocK are plus and tensions are minus. 


When pff at any point* there tan be no at 

that pomk* since mider the above ©ofiiitkKB l»A prieafal 
stroma will be cwnpresitm and hen« stress on al tribe* 


that point wifi be mmpimikn 
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also. This condition may be shown to exist near the outer 
toe, and hence no tension can act across any vertical 
plane in that position. 

For example consider the equilibrium of a wedge of 
unit length cut off by a vertical plane near the toe. 

p f = intensity of pressure normal to a vertical plane 
at base. 

p ~ intensity of reaction normal to the base. 

9 -intensity of shearing stress. 

Then p'h**qb or. 


He weight of the particle is negligible because it varies 
with A* 

Since the resultant stress must be parallel to the outer 
face it follows that. 


Multiplying (g) by (9) there results 
pp at outer toe. But p has been shown to in- 
crease for some distance from outer toe and the point of 
a»*«t*an of p’ becomes relatively lower as the inner 
tje is approached and since the average pressure is con¬ 
stant tt follows that p increases as the distance from the 
««er te increases and hence in the vicinity of the outer 
« PP ■ F<stter than and consequently there can be 

. . . m neigh borfrexxi. This was checked by 

the Mtavmr d ft* models. 





(1) If a masonry dam be designed on the assumption 

that the stresses on the base are uniformly varying and 
that the stresses are parallel to the resultant force acting 
on the base, the actual normal and shearing stresses on 
both horizontal and vertical planes would be less than 
those provided for. 

(2) There can be no tension on any planes near the 
outer toe. 

(3) There will be tension on certain planes other than 
the horizontal near the inner toe, and the maximum 
intensity of such tension in the foundation being generally 
equal to the average intensity of shearing stress on the 
base, and the inclination of its plane of action being about 
45 0 ; and its maximum intensity in the dam above the base 
about | the above amount and acting on a plane less in¬ 
clined to the horizontal. 


Hie investigation undertaken by Mr. Hill * for “ Tie 
Determination of the Stresses on any Smal Element ©f 
Mass in a Masonry Dam,” are on the other hand purely 
analytical in character, being directed toward 
erf (1) the vertical, {2) horizontal, and (3) tangential shearing 
forces acting on the faces and along the edges .... ■ - 
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In this analysis, there is. first expressed a perfectly 
general formula for C (the distance of the load point 
from the center of the joint), and two other general formulas 
for the pressures pi and p 2 in terms of the total load and 
C from its above value, where pi is the minimum and 
p2 the maximum pressure. For the pressure p at any 
point x on the joint of length b the following equation 
is used: 


oc 

P =: Pi J rp ) {p2 — pi) .(io) 

Up to this point the analysis is identical with the general 
procedure of investigation, which assumes that the hori¬ 
zontal pressures are proportional to the vertical, and 
does not analyze the shear. 

Citing Prof. Unwin, the author states tnat the former 
“suggested that the shearing stress at any point might 
be found by considering the difference between the total 
net vertical reactions (between that point and either face) 
along two horizontal planes a unit’s distance apart, and 
has applied the principle by the use of algebraical methods.” 
Mr. Hill, on the contrary, employs the calculus to obtain 
more rigorous results. 

The procedure follows: Consider any point distant x 
from the inner toe and on the lower of two horizontal 
planes, a unit s distance apart. The total vertical reaction 

is then jf pdx. Subtracting the weight of masonry resting 

°n this portion of the horizontal joint, and denoting the 
difference by r we have an expression for the “net 
vertical reaction.” If this value of r be differentiated 
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with respect to h , the distance between the two hori¬ 
zontal planes, the change in the reaction will be obtained, 
and this change or difference is the vertical shearing 
stress at the point located by x. It is also, therefore, the 
horizontal shear at the same point, which we may denote 
by q. 

If q be integrated with respect to between the limits 
of x and b, the resulting expression will give the entire 
horizontal shear between such limits on the joints in 
question. Represent this by Qx. 

To find the horizontal pressure intensity, we have 
but to consider the above integration. This shear must 
be resisted by the material along the vertical section at x. 
Similarly the total shear on a plane a differential distance 
below the last must be resisted by the vertical section 
at x % differing in height from the former by dk. Conse¬ 
quently the differential of Qx with respect to h**p' will 
represent the horizontal pressure intensity at point x. 


These expressions for p, p f and q therefore give respectively 
the values of the vertical pressure intensity, horizontal 


Fsiilll 




TT 
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dam, on the assumption that the law of the trapezoid 
represents the variation of pressure on horizontal joints. 

The analysis finally establishes formulae for (i) the 
normal unit stress at any point in a horizontal joint, (2) 
the normal unit stress on a vertical plane at any point 
of a horizontal joint, (3) the unit shear on either horizontal 
or vertical planes at any point of a horizontal joint, and 
at the same time indicates the method of determining the 
maximum and minimum normal stresses and the planes 
on which they act. 

The solutions are only approximate, but the results are 
found to be close enough for the purpose. 

Before proceeding it may be advisable to review certain 
features involved in a consideration of the stresses in a 
masonry dam which Prof. Cain presents in a very satis¬ 
factory manner. 

1. It will be evident from an examination of the figure 
that the intensities of shear on two planes at right angles 
to each other are equal. For, in 
the elementary cube under consider¬ 
ation, the weight may be neglected, 
since it is an infinitesimal of the third 
order, while the opposing normal 
forces balance as the cube is reduced 
in size. 

For equilibrium then, q-a-a = 
q'-a-a, or q = q' and, because each side is a differential 
quantity, it may be assumed that the values q and q' 
represent the average unit shear on the respective faces. 
As a consequence they are equal to the shear at any 
point, for example A, of the particle. 



Pig. 37. 
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2. In a triangular element of the dam, Fig. 38, at the 
down-stream edge, and of unit's length, the forces acting 
are those shown. Because it is an element we may neglect 
the weight, and therefore, if p r is the normal intensity of 
stress on a vertical plane, p the normal intensity of stress 
on a horizontal plane, and q the shear intensity, for 




Fig. 38. 


Fig. 39. 


3. The same analysis may be applied to an element 
at the inner face, Fig. 39, where </>' is the inclination to the 
vertical; but, for the reservoir full, the intensity of water 
pressure, horizontal or vertical, at c, and in this case 
represented by w, must be taken into account. 
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Under these circumstances, 

pb = qa + wb, .(i 4 ) 

and 

p'a = qb+wa .( I5 ) 

P = q cot <j>' + w, . .... (16) 

and 

p' = qtan <f>' + w .(17) 

When, as is usually the case, the vertical component 
of water pressure acting along the back is neglected, the 
above equations become, 

P = q -cot <}>',■ .(18) 

p' = q taxi (f> f + w, .(19) 

/. q=p tan<£', . . . . . . ( 20 ) 

and 

p'=tan 2 <j> f +w .(21) 

4 - If an. element at the down 
stream face be again considered, since 
the shear on the outer face DC is 
zero, that on a plane AD perpen¬ 
dicular to DC, must be zero also, and 
hence the stress d on AD is wholly 
normal. 

The total pressure on AD is therefore. 



Fig. 40. 


f-AD=f-b COS <f>. 


(22) 


HIGH MASONRY DAM DESIGN 


301 


The vertical component of this is f-b cos 2 <£, because 
2F = o, 


pb~f-b cos 2 <j), .(23) 


or, 


P 

COS 2 c/> 


=p sec 2 <j), 


(24) 


which is the maximum intensity of normal stress at the 
outer face. 



5. To determine the planes of principal stress, i.e., 
planes upon which the stress is wholly normal, and also 
the intensity of that stress, we may assume the conditions 
indicated in the figure. 

The total stress on c then is fc; its vertical component 
fc cos 0=fb, and its horizontal component fc sin 0=fa. 

When SV=o and ZH = o, 

fb=pb + qa ; f-p=*qttmd, . . (25) 

fa~qb-\-p f cr, f—p — q cot 6, . (26) 
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The difference of these two equations gives, 

p — p'=q (cot 0 —tan#) = q 

tan 6 


tan 2 6 


2 tan# 2q 
i — tan 2 6 ~ ~p — p' 


This equation gives a plane upon which there is none 
but normal stress. 

To determine/, multiply equation (25) by (26). 

whence, ^ .(’ 9 ) 

f=hlp+p'=k VJp+py-4 (pp'-q*)]. . . (30) 

This will give two values of/, which correspond to the 
two principal planes of stress, the stress being compressive 
when / is positive, and tensile when / is negative. There 
can be no tension when pp'>q 2 . 

Determination of the vertical unit stress at any point 
of a horizontal plane joint: From the law of the trapezoid, 
we have the pressures at the upstream and downstream 
toes represented respectively as follows: 

„ 4 b-6EC 


j, _ 4 b-6CB rrr 

* 1 b 2 W .( 3 2 ) 

The resultant is supposed to act within the middle 
third. If s' represent any point along EB, measured 
from E, then p, the pressure at is given by, 

P=p2 + ~^x', 


(33) 
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while the total normal stress from E to %' is, by integration, 
P=p 2 x' h ~ - 2 -x ' 2 .( 34 ) 

To find the unit shear on vertical or horizontal planes, 
we have but to consider a slice of dam between two hori¬ 
zontal joints one foot apart, extending from the inner to 
the outer face, a distance % along the lower joint. (The 
back is supposed to slope .02 feet for, each foot in height). 



p' 


&rrrrr[\ViTT[Y\. 



p 


Fig. 43. 


The vertical forces acting are: 

(1) A uniformly varying stress on the upper joint 
acting downward. 

(2) The same on the lower joint acting upward. 

(3) The weight of the strip. 

(4) The shegx on the vertical face at x. 

For equilibiium, 


.gi-P'-P+fr-o.oi). .... (35) 

P' and P may be obtained as indicated in the previous 
demonstration. 
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The above value of q 1 is the average unit shear at the 

depth taken, but a similar value q 2 may be determined 

at a depth one foot below. Under these circumstances 
Qi \ q% . ■ 

2 1S the avera ge of the two, and may be said to be 

approximately equal to the shear at the depth of the joint 
between the two slices. 


Q' 



Fig. 44, 


. T ° find the normal unit stress on a vertical plane, a 
similar section to that-just used may be employed; but the 

orizontal components are now to be equated for equilib¬ 
rium. 

Let h =the horizontal water pressure at the assumed 
* depth. 

Q = total shear on upper face. 

.0 = total shear on lower face. 
p'= average normal stress. 

g, and ? 2 = the intensities of horizontal shear at the points 
indicated. 

Q’ and Q may be found by integrating and q 2 be- 
tween the proper limits. 

••• P-k + Q'-Q . ( 3 6) 

Tins value of fT is assumed as the average intensity 
on the vertical plane and as the unit intensity on the 
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vertical plane at a point midway between the two hori¬ 
zontal planes. 

Three general formulae may be written for p, q, and p' 
which, it has been suggested, be put in the following form: 


p^a + bx . 

q = c + dx + ex 2 , 
p r =f-\- gx T hx 2 + jx 3 . . 


( 37 ) 

( 38 ) 

( 39 ) 
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DERIVATION OF CANTILEVER EQUATIONS 

The expression for the moment of inertia, I, of the hori¬ 
zontal cross-section of the cantilever contained between 
two vertical radial planes of the arched dam, and the 
two fundamental equations for deflection represented by 
An and 6 n , will now be derived. The derivation of the 
expressions for these last two quantities for the special 
case of an arched dam of rectangular vertical cross-section 
will also be indicated. 

Derivation of the expression for the moment of inertia, I, 

of the horizontal cross-section of the cantilever at the 
distance #, below the given origin, or Eq. (i) of page 146: 

T 6 R n 2 B 3 x* - 6R n BW + 5 ¥ 

36R n ( 2 R n -Bx) 

Referring to the nomenclature of page 145, and to 
Fig. 27, it is evident that l-Bx, (Cf. Fig. 45 and Fig. 46.) 

If we assume two vertical radial planes to intersect 
the dam, 1 foot apart at the up-stream face, the plan of 
the section to be considered will be indicated by the shaded 
area in Fig. 45. It will be sufficiently exact, however, to 
substitute the chords for the curves themselves as limiting 
this area. Furthermore, where the up-stream face of the 

section under consideration is battered, the average value, 
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between the two successive load points, may be assumed 
for the up-stream radius, R n> as local variation in this respect 



has been treated as negligible in the derivation of the 
general expression for I. 

The resulting expression will then be transformed by 
the substitution of like terms into one corresponding to 



the nomenclature of Fig. 45, which will -be the desired 

(1). 

The reciprocal of Eq. (1) will then be modified by 
factoring its denominator, in order to render it integrable 
in further operations where it may occur. 
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The general expression for the moment of inertia, I, of 
Fig. 46, is 

I=fXY 2 dY .(a) 

in which 

_ 2 (FI -j-F FH-Fi F Fi y 

3 (Fi+F) l 

Substituting this value of X in Eq. (a) and designating 
the limits of integration as 




there results: 


7/ a Fi+F \ 

" 3 \Fi+F/* 


, 1 Pd - jf \ 

'3 \Fi +JP / 


a (F*+-FiF+Fi*) / 3Vifl+i? ' v 

3 (fi+f) y YdY 

3\Fi+f) 


„ + L(h±*P\ 

V., F a \ /'i -I -/'’) 


77 /* + 3 Vft -HP / 

^Ll / Y 3 dY. (c) 

1 J 11*1 


l (aFi +F\ 
3 \ Pi +F ) 


Performing the above indicated integrations, 

[ l / Ft+aF\ 

r 2(F2+F,F+F 1 2 )[y 3 aU+r,; F —Fi y* 
sCfi+n 3 1 4 

3 \tfi+W 

Completing the above, gives 


,J /Fi+aF\ 
+ ' 3 \F 1 +f) 

■l ( aFx + F\ 


1 = 97 2 (F 7 +F ? 1 8 (jp2 +FlF +Fl2) [(Fl + 2i?)3 + (aFl +F)3] 

-3 (F -Fi)[(F! -MF)* - (aFi +F) 4 ] 
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which may be reduced to 

36(^1 +F) . {d) 

To transform Expression (d) into the form of Eq. (1), 

substitute in (d), 1 for F, 1 —jy for F\, and 13% for l, 

K n 

as indicated in Pig. 45. There will then result 

j __ bR\B 3 x 3 — 6R n B 4 x 4 -f B 5 x 5 , % 

36R n (2R n ~Bx) .M 

which is Eq. (1) of page 207.' 

To render ~ integrable by factoring. 

From the above equation we have 

1 = 36R n ( 2 R n -Bx) 

1 . (e) 


By factoring * 2 


6R t 

B 


-x+6 


'RnV 

,bJ 


in the denominator of 


(A into the typical factors, (x+a)(x+b), 
after reduction, the following integrable form: 


there results, 


1 =__ 36 R.( 2 R,-Bx) ' 
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Development of the equations for Deflection in the Cantilever 
for EA a and Ed n : 

Eqs. (9) and (10) of page 150 are the fundamental 
differential expressions from which are derived Eqs. (13) 
and (14), for the cantilever. 

As there stated, the expression for I and that for 
M are employed by substituting them in Eqs. (9) and 
(10), and integrating. These operations are indicated 
below. 

Derivation of E_\. 

Eq. (9) of page 150 is 


j a _ M(x-d)d% ' 
El 


(9) 


Eq. (11) of page 150 is 


M n - (Pi +P2 +P3 + . . . +P n )x 

— (Pid-L- s r P2d2 J rPzd%-\- . . . +P n df). (11) 

I 

Eq. (/) of p. 210, Appendix, may be written 


36 R n (-~2-% 


B 4 x 3 


^-(3+^3)^ 


*-(3~V3)fj 


• (/) 


The general integral of Eq. (9) may be written 


E J" d A = j* y (x — d) d% .(g) 


Substituting the expressions for M n and ~ in Eq. (g) and 
reducing, gives 
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EA„ 


3 6R„ r 

' 54 


l n+i l ~{P\di +P 2 d 2 + • . . +P n d n )d n 


x ~(3 + V3) 


Pj 


^-(3 ~ V3)“ 


dx 


+-P2 + • • . +Pjc/„ + (Pl<il-fP2d2+ . . . +P„d4)] 
_’_ +(Pirfi +PW2 + . . . +P n d n )d. 


x2 \ x ~(3 + Vs)~ j 


(3-Vj.f-j 




^fs(Pi+Ps+. . • +PJ+(Pid,+P 2 d 2 + . . . +p n d$ 
-j--- +CP1+P2 + • • • +P n )d n 


^-( 3 +V 3 )^ 


*-( 3 -V 3 )^j 


P1+P2+ 

fC 


• +P« 


*-(3 + ^3) 


Pj 


dx 


X ~( 3 ~V 3 )^ (' 


dx 


(h) 


To integrate Eq. (/z.) with respect to x, between the 
limits d n+1 and d n , it will be necessary, first, to determine 
the integrals for the four fractions containing dx in the 
numerator of each, and the denominators as written above, 
functions of descending powers of x, beginning with x^, 
as a factor for the first denominator. 

These separate integrations may be accomplished by 
expanding each fraction into a series of partial fractions 
by the method of undetermined coefficients and then 
integrating each term of the series. This will result in 
Eqs. (k), and (/). These equations will serve for 

the, derivation of Ed n , as well as for EA n . 

According to the theorem of undetermined coefficients, 
there may be written for the first fraction of Eq. (h) 
expanding in ascending powers of * and distinguishing 
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B, the coefficient, by a vertical letter from B, the batter, 
an inclined letter, 


c* + X -( 3 ~V 3 )& 


_ kdx j^idx • Cdx 

s\r /v*2 at& 

Js -V Jv 


_ T>dx _I_ E d% 

x-(3+ ^3)^ x-(s- Vj)^ 

Clearing of fractions, collecting the terms in the second 
member involving like powers of #, equating coefficients 
of like powers of # in the two members and solving, gives 

A=+ ^(f) ’ 

B =^(S) 3 ’ 

5-3'/3 /ff\ 4 
72 W ’ 

5+3^ /ffV 

72 \ rJ 

The integral of this first fraction may thence be written 
r “»+i d% 


3 [*-(3+V?)§][*-(3-V7)|“‘ 

/BV r " +1 dx + i/sy f‘ n+l d» 

)\Rn/ J d X 6\RnJ J a %■ 


’1 (B\ 2 f an+1 dx ,5 -3‘ v/ 3/ B\ 4 


72 V-R, 


x-iz + 'fi )- 


s+zV^/BV f* 1 -!** 

72 \RnJ 


( 3 -Vi)f 


SC 
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The definite integral of which is 


“»+1 


dx 


5 s * .~ £ /-n . BHd n+1 -d,) , BHdK^-d,‘) 


36 R.* d n ^ iRJdA-n 1 2i?„ 2 d„ 2 d 2 „ + i 

(S- 3 ^ 3 ) 5 ^ d -'- 1 _- ( 3 + V 3 )§ 


72 f?„ 4 


^-(3+^3) 


B 


Rr. 


(s + 3 v?)gy.. ^«-C3 -y 3 ) b 

7 ^ 4 6 ■ 


d»-(3 - V3). 


(i) 


5 


The second fraction of Eq. (A), by the method of unde¬ 
termined coefficients, may be expanded, thus: 

__ dx A dx . B dx 


x* 


( 3 +Yi)^ [*-( 3 -V 3 )^‘ 


X 


C dx 


T>dx 


^~(3 + V 3 )^ *-(3-VI) 


whence there follow the values: 


I? 


B = + i(i)'. 

V 3 ~ 3 ^ 3 i 


C = 


36 


p, aV 3 +3 /gy 
36 Vf^/ • 
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The integral of the second . fraction may then be 
written: 




l [*-(3+V5)§][x-( 3 -v'i)|‘ 


i/sy V f‘ n+1 dx 

6 \rJ /„ % 6 \rJ I x 2 


2 V 3 -3 /#V /’"” +1 _--_ 

36 w/,, *-( 3 + VJ)§ 

3vT+3 py /"'” +1 _^_. 

36 \KjJ,. *-( 3 _v 7)4* 


The definite integral of which is 


&11 X‘ 


! [*-(3+v7)§][*-(3-v' 3 )§] 


, B 3 1 d-n+l 1 S 3 (d„ +1 -A) 

“ + 6i?„ 3 s ‘ d. ' r 6RSd,d.+i 

,(21/3-3 )B 3 , d ”+‘~(3 + ' v/ 3)3” 

+' .ini"- log. -—5- 


3 W 


<4.-(3+^3) ; 


(aV3+3)B» l0|; 4+1 (3 Vi) B 

— iug e 


36 ft . 8 


d n -(s-V 3): 
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Similarly, for the third fraction of Eq. (h), 


dx 


*-(3+V3) 


Rn 

B. 


+— 


Rn 

B J 
B dx 


kdx 

x 


C dx 


*-(3 + ^3)^ *-( 3 -V 3 )|? 


Proceeding as before, there result, 


A= + 


i(B \ 2 

6\R } 


)• 


B ,+^LzllSY 

12 \RJ ’ 


r V3+1 (BV 


s. 


The integral of this third fraction follows: 
dx 


71-I-1 

d - • % 


[*“(3 + ^3)^ #-( 3 _v 3 ) 


I Rn 

B 


: T (]t\ 2 f dn+1 dx \/J-i/.g\2 f' dn+1 

6 \Rn' fn X 12 \jR, 


dx 


d n 


Rn 

B 
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The definite integral of which is: 

_ dx ___ 

d n —(3+ x “ (3 j 

. /— K yjn d n+1 — (3 + ^3)"^ 

- log. log *-TF 

6R * dn Kn <k-{ 


log. 


dn +1 (3 ^ 3 )‘ 


. • w 


And for the fourth fraction of Eq. (fe)» 
d#_ _ __ 


From which: 


A = + 


"x-(3+V3')^“ *-(3-V3) : 

vWb\ 

6 VrJ’ 


The integral of this fourth fraction is. 
’ <Wi dx __ 


V3/B 


<*«+i dx 


■w ! d„ x 


V£/J 3 \ / 

6 ''Rw I d 


( 3 +VI)f 


(3 - ' v/ 3 )‘ 
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The definite integral of which is: 


{-1 


dx 


■(3+VS) 


■f-W i 

r 6R n ° ge - 


5j 


x~( 3 ~V 3 ) 


R n 

~B\ 


dn+X ~ (3 +'^ 3 )-^ 

■D . 



^-( 3 +^ 3 )^ 


(0 


. Tlle inte g rat i° n of Eq. (h) may now readily be accom- 
plished by simply substituting in that equation the right- 
hand members of Eqs. (i), (/), (k), and (2), above, for 

their corresponding left-hand members, as they occur in 
Eq. (h). 

By performing the indicated operations, collecting 
terms, and writing, m place of the Napierian logarithm, 
the conversion factor, 2.30259, so that common logarithms 
may be used m computations, there results Eq. (13), 
for EAn, as finally written on page 153. (Note that l n 
has been substituted for Bd n and l n+1 for Bd n+1 , in this 
expression.) 

Derivation of E 6 n . 

Eq. (10), of page 150, is: 




Mdx 

~ET' 


(10) 


The general integral of which may be written: 

E f ds =ff dx .« 
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Substituting (/), j, from page 211 and the expression 
for M n , Eq. (11), in the above Eq. (m), and collecting terms, 




( —”(Pldl +P2<^2 + < • • ~{~Pnd:')dX 

j _ B _ 

■~?(Pl +P2 + • • • +Pn) + (Pldl +P 2^2 + • • ■ H~ Pnd^) 
___--- d% 

%■ 2 #--(3+^3)— |ff —(3 -'^3)'^” 

_ (P1+P2 + ■ • ? | 

* *-( 3 + v/ i)j *-(3-^3)^ |.^ 

Obviously, the definite integrals of Eqs. (i), (j), and 
(k), as developed, are directly applicable to Eq. («), above. 

Substituting the 1 right-hand members of Eqs. (i), (/), 
and (k), for their corresponding left-hand members, as 
they occur, in Eq. (id) , performing the indicated operations, 
collecting terms, together with substitution of the con¬ 
version factor, 2.30259, and l n +i and l n , as explained in 
the treatment of Eq. (h), above, will result in Eq. (14)» 
for Ed n , as finally written on page 153. 

Deflection equations, for Arched Dam of rectangular, vertical 
cross-section. 

Derivation of ElA n . 

The moment of inertia, being a constant, becomes a 
factor with E on the left side of the equation. 
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As before, Eq. (9) applies, or, as d n = na, 

,, Mix — na)dx 

dA= " ■ EI .(«) 

Whence 

X 0H-l)a /'(w+l)c< 

dA n — I M(x~na)dx . . (*) 

i Jna ' 

Substituting the value for M n from Eq. (15) of page 167 
and performing the integrations indicated, and collecting 
terms, Eq. (16) results directly. 

Derivation of EId n . 

Eq. (17) of page 167 may be similarly derived by means 
of Eq. '(10), which may be written 


r<n+l)a /*(n+l)o 

de n =l Mdx, 

Jna Jna 

into which the value of M„, from Eq. (i S ), is substituted 
and integrations performed, terms collected, etc., as before. 
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MOVEMENTS AND STRESSES IN AN ARCH SUBJECTED TO 
A UNIFORM, RADIAL LOAD 

With Derivation of Eg. ( 8 ), of page 149 , for Arch Crown Deflection. 

The nomenclature of page 145, together with designa¬ 
tions of Fig. 47 and such other as may be immediately per¬ 
tinent, will obtain in the following discussion which is 
largely adapted from a discussion by the late R. Shirreffs.* 

In Fig. 47, line 1-2-3' represents one-half of the axis 
of a segmental arch ring in its unloaded position. For 
convenience of reference the line 3-O' may be assumed as 
vertical and passing through the crown of the arch. The 
abutment, or skewback supporting the arch, may be assumed 
to be in the line 1-4-O'. <j> n , then, is one-half the central 

angle of the arch span, and r n the radius of the axis. 

In elucidating the various analytic expressions for 
effects of loading both as to stressing and deflecting, the 
arch, certain changes in position are imagined. 

These are, in order, as follows: 

Beginning with the unloaded arch, one-half of which is 
shown m Fig. 47 ’ £md assuming it either to be a portion of 
a closed ring or to rest upon frictionless abutments, a radial 
loading of intensity q n , will produce a shortening of the 

* Trans. Am. Soc. C.E., Vol. LIII, p. 163. 
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original length and a reduction of the radius length by a 
proportionate amount, /. The half arch will be moved 
into a new position 4-5-6. It will be in equilibrium under 
only the axial thrust q n r n . 

Secondly, assume the arch severed at the crown and 
the right half, removed, replaced by a crown thrust = q n r n 



and the remaining half arch moved outward until Point 4 
again coincides with Point 1. The perpendicularity of the 
axis at the skewback remains unchanged. 

The center of the arch will be at o instead of O'; Point 6 
will be in the position of Point 3, at the horizontal distance 
k from the vertical through the middle of the span or 
crown of the arch, and at the vertical distance A c below 
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the original crown of the arch. The crown joint will still 
be vertical. 

Thirdly, in order to restore the integrity of the arch, 
under its loading, the crown thrust, q n r n , must be so di¬ 
minished that under the combined action of this diminished 
thrust and the loads on the half arch, the curved beam 
i- 2-3, now considered fixed at the abutment, shall be 
deflected through the horizontal distance k' and as the 
original crown thrust, q n r n , jnst holds the arch in equilibrium 
against the action of the loads, a force H' applied at the 
crown and equal to the necessary diminution of q n r n , I~I 
acting therefore to the right, will cause a movement iden¬ 
tical with that through k'. 

Fourthly, the crown joint, which will have been de¬ 
flected through an angle jS, by this movement, must again 
be made vertical in its new position. This can be accom¬ 
plished only by the application of a moment, M 0 - 

Fifthly, the total movement of the arch at any point 
will be obtained by combining the movement resulting from 
axial stress with those movements produced by the force 
H 1 and the moment M c - 

The above considerations will next be treated analy¬ 
tically. 

Derivation of expression A c , under axial thrust. 

Assume the arch ring to be of thickness = l n and a depth 
(normal to the plane of the paper in Fig. 47) of I - 

Let X = shortening of the half length of arch shown in 

Fig. 47 - 

L - curved length of arch from abutment to crown. 

l n = area of radial vertical cross-section of arch ring. 

E = modulus of elasticity. 
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Then 


Qn'I'n 

In 

X 

L 


=intensity of stress in ring. . . . (i) 
: strain due to stress. ..... (2) 


Whence 


jp QnTn „ X 
•v Qn^nL 


• ( 3 ) 


Since the ratio of the shortening of the arch to its 
original length is equal to the ratio of the change in length 
ft of the radius to its original length, 


L T n 


Whence 


f 


Xr ra 
' L 


Combining Eqs. (3) and (4) gives 


f 


-.Mil 


( 4 ) 


(4a) 


And as k' =f sin 4 > n (see Fig. 47), 


-.Mil 
' kE 


sin 4 > n ) 


( 5 ) 


and as A c —/(i— cos <£»), from Eq. (4a), there follows, in 
this connection: 
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At a distance of <f> degrees from the crown there will obtain 

A ,p : Ac = 4>n 4> • 4>n > 

therefore 

A*=^^=^(i-c°s^). . . (6a) 

(j>n 

Derivation of expression for H', or diminution of stress 
qn'Tn- 

The slight reduction in the compression of the arch ring 
due to diminishing q n r n by the amount IV is neglected in 
the following. 

The general expression for the differential deflection 
ds, of a beam is 

, _ Mxdx 

**“ j~f jf ^ 

in which # is referred to any point in the beam’s axis, 
fjds is the deflection with respect to that point and M 
is the bending moment about that point. (See Point 2 of 

Fig. 47 -) 

In this case 

M -cos (}>), 

x = 2r n sin sufficiently close. 


dx =r n d<j), 



Substituting these last expressions in the general expres¬ 
sion for ds, results in 

ds' = (1 — cos 4 >) sin ~d(j>. 

Elf 2 
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But the horizontal component of ds' is dk', 
dk' —ds' sin 

2 

since (Pig. 47) ds', approaching zero, sensibly coincides in 
direction with the line 3-7, the tangent to the arc ds'. 
Therefore 

dk ' ~ cos .(7) 

Integrating Eq. (7) between the limits <t> n and o and 
equating the result with the right-hand member of Eq. (5) 
for k', gives 

H’r n =^iL _ 2 sin </> r , . 

12 34>n 4 -sin 4> n cos 4> n — A sin <j> n ' 

Derivation of expression for moment M c , or the moment, 

the effect of which is to'render the crown joint vertical, 
in position. 

The moment M c must cause the same angular deflection, 
0, in the entire beam as the force H'. 

The general equation for angular deflection is 

d /3 =— 

X El 

x and M are again taken with reference to the same point, 
which may be any point at 0, r n in beam. (See Point 2.) 
From the foregoing considerations, substitute for 

M =M C —H'r n (i — cos cjf), 

dx—r n d4>, 
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in the above expression for dp, whence 

& -co S 

tilfl hl n A 

Integrating both expressions for dp between the limits 
of 0 = 0„ and 0=0 and equating the results give: 

M c -H'r J ’’ 1 ~ — . (9) 


Substituting the value of H'r n from Eq. (8) above in 
Eq. (9) gives for M c , 


q Jn 2 / 4 >n ~ sin 0 ra \_ 2 sin 0 B _ 

12 \ 0» /30n+sin 0» cos 0 b —4 sin 0« 


M c is opposite in effect' as to resulting deflection, to that 
produced by H f . 

The deflection of the arch under the combined action of 
H' and M c . 

The object of this phase of the analysis is to determine 
the combined movement in a radial direction, due to H' 
and Me, for this radial deflection is the arch deflection 
which, in a curved dam will produce stresses in the vertical, 
or cantilever beams, 

The general expression for the deflection of a beam 
again serves, i.e., 

ds=M%^. 

m 


The, reference point or origin now will be some other 
point than 2, of Fig. 47, such as x, at any angle 00 with the 
radius through Point 2. 
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The two moments considered with respect to Point x 
will be 

cos (0 + «)] and Mo. 

The resulting moment, etc., will therefore be 
M -H'r n [ i —cos' (0 —(— co)] —Me- 

. CO 

% = 2 r n sm —. 

2 

dx=r n dw and I = —. 

12 

Substituting these in the general expression for ds above 
gives 

ds'* =^jj{H'r n [ 1 - cos O + oj)] -Mo] sin — da. 

JtLLn 2 

Let the radial component of this movement ds'# be 
represented by dD'^. 

Then 

v dD', l> =ds f ( j ) cos-, 

2 

therefore 

dD't =¥~{H'r n [i -cos (<£+co)] -M c ] sin oodco, 

Jhln 

Integrating this last expression for dD\, between the 
limits oj = (</>„ — 4>)=y and <o. = o and substituting H f r n and 
Me, as written in Eqs. (8), and (10) respectively, gives 
for D'f, 

.. (11) 

in which C has the general value given in Eq. (no), or 
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C = - S * n — (i - cos 7) +^-^(27 -sill 27) 

071 ^ 

(cos 27-1) ■*-+ COS 0 »-4.) . (no) 

2 J \sm 0» / 

When 0 = 0 and therefore 7 = fa, the value of £7 is as 
given in Eq. (nb), or 

—— — (:t —COS <£«) +|( cos 2 <j 6 » — 1) 

Co=—-—-> • • ( Ilb ) 

—hcos fa —4 
sm fa 

and for the semicircle, since fa =-, 

2 

4 

G = h_.(nc) 

3 - 5-4 

2 

To combine the effect of the axial thrust or A fl with the 
crown deflection as given in Eq. (nb) and Eq. (11), there 
should be noted the following: 

The last term in the numerator of Eq. (1x6) involves 
2 fa. This may be written in terms of fa, for 

!(C 0 S 2 fa — l) =(cOS 2 fa — l), 

2 

also, the coefficient of C in Eq. (n), is the same as 

the coefficient of (1 — cos fa) in Eq. (6) for A c . Hence the 
combined trigonometric function of fa designated as CC e , 
Fig. 28, which is the coefficient plotted as a curve, referred, 
to before, for the common factor of Eqs, (xi ) and (6), 






230 


HIGH MASONRY DAM DESIGN 


9 n y & 

vlz -> This combination is written as Eq. (8) on 

page 149 f° r A- 

Derivation of the moment at any point, 0 degrees 
from the crown. 

Tbe moment is H'r n (i -cos 0) -M c . 

Substituting the values of H'r n and M c as written in 
Eqs. (8) and (io), and reducing give 


M<t, 


sin 0 W 

7 9 -;-cos 0 

Qrfn <f>n 


3 0 n 


. (l2) 


sin <f> n 


■ COS cf>ji 4 


M* becomes o, or there is a point of contra flexure in the 
curved beam used as an arch under a uniform radial load, 
when 


cos 0 

or in the semicircle when 


_ sm 0 n 
0 « ’ 


COS 0=-, 

T 

or at about 50° from the crown. 

The stresses of tension or compression produced by M$ 
at any point in the arch may be combined with the axial 
stress q n r n , whence the resultant stress at that point may 
be obtained. The force H', except in very flat arches, may 
usually be neglected in getting the resultant stresses. 
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CROSS-SECTIONS OF EXISTING MASONRY DAMS 

This selection of cross-sections of notable masonry 
dams, following Table XIV, is arranged in chronological 
order to illustrate the evolution of the masonry dam, 
the design of which has been largely a matter of following 
precedent, in many cases. 

The series begins with a few of the heavy, Spanish 
type and continues through the French designs, such as 
those of de Sazilly and Delocre, to the types of present-day 
construction, as illustrated by foreign and American 
(United States) examples. 

With respect to the design of de Sazilly, reference to 
whom was made early in Chapter I, it should be stated 
that his analysis resulted in a cross-section that was 
necessarily stepped, and Delocre suggested substituting 
curved faces in place of the steps, thereby effecting an 
appreciable saving of material in construction. 

Attention is directed to the fact that all of the sixty- 
one sections could not be shown to the same scale; but 
each cross-section is sufficiently dimensioned so that com¬ 
parisons are possible. 

The various methods of designating batters are also 
apparent. 

The later, overfall types only, have been grouped 
separately. 
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Table XIV contains a page index of the cross-sections, 
together with other data concerning each, for convenience 
of reference. 

In the table, under “ Type of Section,” 

G= gravity section (depending on gravity); 

A = arch section (depending on arch action); 

and under “ Type of Service,” 

N.O. =non-overflow; 

S. = spillway dam. 

A dash, in the column, headed “ Radius, etc.,” denotes 
a straight alignment of dam. 















































TABLE XIV— Continued 
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high masonry dam design 

CROSS-SECTIONS OP EXISTING DAMS 

(Scales are as indicated by dimensions) 



Spain 

Constr. prior to 1586 


U—— ^4 
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.Plan Polygonal 


Puentes 

Guadalentin River, Spain 
Constr. 1785-1791. Failed 1802 


Gros Bois 
River Brenne, France 
Constr. 1830-1838 
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Nea Aix, France 
Constr., 1843 


H6.07 


—Infinity 

XI 
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Radius »=I312.i 


--.e*-R.=147.ca' 


TERNAY 

Ternay River, France 
(Bouvier design) 

Constr. 1861-1867 



FURENS 

Furens River, France 
(Delocre design) 

Constr. 1862-1866 
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Profile of new 
part of Habra dam 
differs from old, but 
new profile has not 
been found. 


Habra 

Habra River, A Igiers 
(Old profile) 

Constr. 1865-1871 
Failed 1881 
Repaired 1883-1887 



Ran River, France 
Constr. 1866-1870 


‘Radius «Infinity 1 
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j<—Radlus>= Infmftj- 



West Branch of Croton River, New York, U. S. A. 
Constr. 1866-1873 


L—Eadlus=»10iO J 
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l < RadluB=Infinity 

13 . 12 ' 

29 . 52 ' 

G0.00' 

61 . 03 ' 

' Bouzey 
Aviere River, France 
Constr. 1879-1880. Overturned, 1895 




Large scale profile showing reinforcement of 1888-1889 
Overturned in 1895, 580 feet going out 
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Mill River, Connecticut, U. S. A. 
Constr. 1886-1887 



Sweetwater 

Sweetwater River, California, U. S. A . 

(Schuyler design) 

Constr. 1886-1888 
Additions, 1895 
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Beetaloo 
Australia 
Constr. 1886-1889 



Tansa Rmr, India 
Constr. 1886-1892 
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}♦—R." Infinity 

| I , ! 

E1.U5I, 



, n ' Finished \ Finished Surface 

^ .:.. „ n p iRn vt.h 


W AC HU.SETT 

Nashua River, Massachusetts, U. S. A, 
Constr. 1896-1905 


k-Kad.» Infinity 
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Nile River, Egypt 

Constr. 1898-1903. Raised in 1909 to 131', by increasing entire cross-section. 



Gawlor, South Australia 
. Constr. 1899-1903 



































Conslr. 1905-1911 
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Olive Bridge Dam, Ashokan Reservoir 
New York, U. S. A. 

Const. 1907-1914 
(See page 96) 



New York, U. S. A. 
Constr. began 1912 
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Boise River, Idaho, U. S. A. 
Constr, 1912-1915 
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— 196.331 

- 212 , 58 -- 


Elephant Butte 
Rio Grande, New Mexico, U. S A 
Constr. began 1912 
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Expansion-joints may be required to be 
built with or without moulded bloolcs 





Expansion-joint "xl_£ 


Steps not shown 

i -r-{_Tj j—i 

j— tn 


xuu 
Inspection well ' 1 

Mass oonerete'iIit.J Steel bar 


Mobs concrete' 
_Clues V 


HORIZONTAL SECTION AT 
EXPANSION-JOINT AT EL .1542 

Parnham 

Mill Brook, Massachusetts, U, S. At 
Completed 1912 

Designed for ice-thrust of 10,000 pounds per linear foot of dam length 
and uplift, intensity due to full head at up-stream edge of joints diminish¬ 
ing uniformly to zero at three-quarters the distance to the down-stream 
edge of joints. 


















































Stinicy Brook Branch 
of Sudbury River 
Massachusetts, 
V. S. A. 

V, 

C'onstr, 1894-1H97 


Big Bend 


Feather River, Cali¬ 
fornia, U. S, A, 

f 

" / 

Constr. began ■ in 

1909 

,1 

l'i tllvrr 
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Ashokan Waste Weir 
New York, U. S. A, 
Constr. 1910-1912 
(See page 104) 


EUflSO' 



Mill Brook, Massachusetts, U. S. A 
Completed 1912 


Ashokan Dividing Weir 
New York, U. S. A. 
Constr. 1912--1914 
(See page 103) 
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